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ROCKLAND COUNTY FIRE COORDINATOR 

Gordon W. Wren Jr. 44-1 (Director) 

R.C. Fire Training Center 
35 Firemen’s Memorial Drive 
Pomona, NY 10970 
Bus: 364-8800 Fax: 364-8961 

Res: 362-2509 Cell: 590-8708 

Email: WrenG@co.rockland.ny.us 

DEPUTY COUNTY FIRE COORDINATORS 


Mutual Aid 

Alfred Magnatta 44-2 
Email: PapaMags22 @ aol.com 


Hazai'dous Materials 
Daniel Moran 44-3 

Email: dmoran 1037@aol.com 


Communications Officer 

George C. Drescher 44-4 
Email: fourfourwho @ aol.com 


Incident Command 
Robert Daly 44-5 

Email: ExChief 161 @ aol.com 


River Plan 

Ray Redmond 44-6 

Email: Rredmond@thiellsfd.com 


Fire Prevention 
Chris Kear 44-7 
Email: CgK249@msn.com 


Safety Officer/Rehab 

George Zayas 44-8 

Email: gozayas4423 @ gmail.com 


Administrative Officer 

Fred Simms Jr 44-9 
Email: SimFre@verizon.net 


Publicity-Media Relation 

Illegal Housing 

John Kryger 44-11 

Email: dfc4411 @ gmail.com 


Accountability/NIMS Compliance/Training 

Peter B yrne 44-12 

Email: BvrneP@co.rockland.ny.us 

FIRE CONTROL CENTER 

44-Control KEE-398 364-8500 Fax: 364-8953 

@ R.C. Fire Training Center Email: AFeuer@44-control.net 

Adam Feuer, Chief of Communications, 44-10 364-8911 

FIRE EMERGENCY 911 


Pablo A. Ramos 
@ R.C. Fire Training Center 


E911 COORDINATOR 

364-8952 

Email: RamosP@co.rockland.ny.us 

Revised May 2017 
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RADIO GUIDE FOR MUTUAL AID 


Rockland County Public Safety Trunked Primary Radio System 

700 megahertz P25 Phase IITDMA Digital Linear Simulcast System 
Rockland County Public Safety Trunked Radio System Frequencies 

771.65625 771.41875 772.05625 772.55625 772.58125 

769.59375 772.83125 772.84375 773.16875 

FCC Call Signs for the Rockland County Public Safety Trunked Radio System 
WQON414 
WQRE383 


CHAN 2 


CHAN 4 


CHAN 6 


CHAN 8 - 45.1 
Fire Service Talkgroups 

Talkgroup 1 Firel 


WQRE366 

WQRE369 

WQON659 

WQRE375 

WQRE387 

WQRE388 

WQSR931 

WQSR933 

(Secondary System Low Band) 

UHF High Band 


Main Frequency 

44-Control 

TAC 1 465.5875 

167.9 

Fire Ground 

44-Control 

TAC 2 465.6375 

167.9 

Fire Ground 

44-Control 

TAC 3 460.6375 

167.9 

Fire Ground 

Mobile only 

TAC 4 460.6125 

167.9 

Fire Ground 

Mobile only 

TAC 5 465.6125 

167.9 

Fire Ground 

Portable only 

TAC 6 460.6875 

167.9 

Fire Police 

Portable only 

NEW CITY FG 460.575 

Inter-County 

44-Control & Fire Coordinators only 



Talkgroup 2 
Talkgroup 3 
Talkgroup 4 
Talkgroup 5 
Talkgroup 6 
Talkgroup 7 
Talkgroup 8 


Fire2 

Fire3 

FDSPECOP 
INTEROP 1 
INTEROP 2 
INTEROP 3 
INTEROP 4 


primary for response/operation for all initial calls 

for long duration incidents 

for long duration incidents 

for unusual or preplanned events 

used to link FD with Police, EMS, or other agencies 

used to link FD with Police, EMS, or other agencies 

used to link FD with Police, EMS, or other agencies 

used to link FD with Police, EMS, or other agencies 


RADIO SIGNALS 

10. FIRE (Clear the Air) 

11. Situation Under Control 
(Returns Radio to Normal Use) 

12. Working Fire 

13. Refreshments 

14. Return or Returning to Quarters 


15. Assignment Complete 

16. Drill 

17. False Alarm 

18. Hazardous Material Involved 

19. Arson Investigator 

20. Emergency other than Fire 

21. Bomb Threat 


Emergency Button: Is on every new radio (Orange), when pressed a digital signal is sent to Motorola 
radio console system, simultaneously the radio's microphone is automatically keyed "open" and left for 10 
seconds. The console system indicates which talkgroup is receiving the emergency signal. 

"Red Alert-Emergency Evacuation" (Sound Air Homs) 

MAYDAY, MAYDAY, MAYDAY" 

(Only if Firefighter seriously injured or needs to be rescued) 

ALL CLEAR" 


(Transmitted to Incident Commander by Sector Commander to ensure all sectors are cleared.) 


Federal Interoperable Frequencies 


7CALL50D 769.24375 
7TAC54D 770.64375 
8CALL90D 851.0125 
8TAC93D 852.51250 


7TAC52D 

7FIRE63D 

8TAC91D 

8TAC94D 


769.64375 

769.89375 

851.51250 

853.01250 


7TAC53D 770.14375 
7FIRE64D 769.99375 
8TAC92D 852.01250 
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To: All Fire Chiefs 

From: Gordon Wren Jr., Director 

Adam Feuer, Communications Chief 

In an effort to enhance how statistics are gathered, as well as to keep up with the modernization of the Fire 
Control Center, 44-Control implemented a “computer-based” incident reporting system. By using this new 
system, each and every dispatch, including response times, etc, are logged into a computer. This makes the 
tracking of calls easier and the entire dispatch and logging process more efficient and professional. 

In order to ensure that all Rockland County Fire Departments are 100% compliant with NY State reporting, 
we request that when your fire department signs off from a call, you also provide the NY State reporting 
code, applicable to your incident. Below is a partial code list with examples for your use. All fire 
departments in New York State have been required to utilize the New National Fire Information Reporting 
System Codes (NFIRS), since January 1, 2003. 

For a complete list of all codes please see the next page or contact our office or the New York State 
Office of Fire Prevention and Control. 


“Sign Off Examples” 

These codes are in the process of being revised and as soon as completed will be sent out to all Fire 
Departments. 
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National Fire Incident Reporting System (NFIRS) Incident Code Guide 
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6 


Special Incident Type 



























FIRE DEPARTMENT INFORMATION 


DEPT. 

1. BLAUVELT FIRE DEPARTMENT 

Meetings: Third Monday of Every Month 

Chief Pieter Grosbeck Email: Chief @blauvetfire.org 

Asst Chief George Chondris Email: gdoc88 @ optonlinel.net 

TRAINING OFFICER 

Mike Catania Email: xMichaelCataniax @ gmail.com 

FIRE SAFETY OFFICER 

Peter Reynolds Email: ReynoldsP@blauveltfire.org 

FIRE PREVENTION OFFICER 

John Schueter Email: JohnSchueter830@gmail.com 

RADIATION SAFETY OFFICER 

Not available at press time 

FIRE POLICE 

Capt Mike Karas Email: ChooChooMKl @optonline.net 

CHAPLAIN 
Caroline Higgins 


PUBLIC INFORMATION OFFICER 

Chief Pieter Grosbeck See Above 


FIRE DISTRICT 

Bob Clifford, Chm Email: bigjack24@ verizon.net 

Not available at Press Time, Vice-Chm Email: VChairman@blauveltfire.org 


Blauvelt Volunteer Fire Co. 
548 Western Highway 
Blauvelt, NY 10913-1344 


FIREHOUSE 

Admin: 

Chf: 

Fax: 

Fax: 

1 - 2001 : 

1-Rescue' 
1-2000 


398-3929 

359-0048 

359-8569 (Admin) 

359-0624 (Chief) 

709-3834 

709-3835 

709-3833 


Email: Chief@blauveltfire.org 
Web Page: www.blauveltfire.org 


Revised May 2017 
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2. CENTRAL NYACK FIRE DEPARTMENT 


Meetings: First Monday of Every Month 


Chief Robert Moger 


Email: 2excited@ optonline.net 


Asst. Chief Patrick Pascullo 
52 Cara Drive 


Email: Pascullo-CNFD @optonline.net 


OFFICERS 


Email: cnfdchiefofficers @ gmail.com 


TRAINING OFFICER 

Ex-Chief Michael A Healy Email: MikeCNFD2 @ yahoo .com 

FIRE SAFETY OFFICER 

Ex-Chief Michael J Healy Email: m.healy@clarkstown.org 

FIRE PREVENTION OFFICER 

Capt Rick Miano Email: MianoCNFD @ gmail.com 

RADIATION SAFETY OFFICER 

Ex-Chief Rich Grady See below 

PUBLIC INFORMATION OFFICER 

Ex-Chief Rich Grady Email: Rgrady083145@aol.com 

FIRE POLICE 

Capt Rick Miano see above 

CHAPLAIN 

Kenneth T Wanamaker Email: ktwdept2 @ aol.com 

CENTRAL NYACK FIRE DISTRICT 

Art Schroer, Chm Email: MilmartElectric @ gmail.com 


District Office: PO Box 262, West Nyack 10994 


Annette Grady, Sec 


Email: Annettegl 17@aol.com 


FIREHOUSE 


Central Engine Co. #6 
43-45 Waldron Ave. 
Central Nyack, NY 10960 


Fax: 358-2561 


Officers Email: cnfdchiefoffice@ gmail.com 


358-0678 


Revised May 2017 
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3. 


CONGERS FIRE DEPARTMENT 
Meetings: First Monday of Every Month 


Chief Jason DiSalvo 

Email: DiSalvoJ@consersfd.org 

Asst. Chief Damian Lennon 

Email: LennonD@congersfd.org 

2 nd Asst. Chief Chris Multari 

Email: MultariC@congersfd.org 

TRAINING OFFICER 

Capt Joseph Britney (3-4) 

Email BritnevJ@congersfd.org 

1 st Asst LT Ed Mihaleczo (3-7) 

Email: emihalczo@vahoo.com 

FIRE SAFETY OFFICER 

Bob Miller 

Email: BobM2742@hotmail.com 

FIRE PREVENTION OFFICER 

LT Will Camacho (3-5) 

Email: CamachoW@congersfd.org 

RADIATION SAFETY OFFICER 

Jason DiSalvo 

Damian Lennon 

Chris Multari 

See above 

See above 

See above 

PUBLIC INFORMATION OFFICER 

Jason DiSalvo 

Damian Lennon 

Chris Multari 

See above 

See above 

See above 

FIRE POLICE 

Dave Elg 

Email: JacksonJagl@hotmail.com 

CHAPLAIN 

Not Available at Press Time 


CONGERS FIRE DISTRICT 

Ron Gaglione, Chm 

Email: GaglioneR@congrsfd.org 

Dist. Off: 268-6562 

64 Lake Road, Congers 

Fax: 268-4543 

Theresa Carigliano, Sec 

Email: District@congersfd.org 
Email: carigliano@congersfd.org 

Alert Hook,Ladder &Eng Co #1 

64 Lake Road 

40 N Harrison Ave 

Congers, NY 10920 

FIREHOUSE 

(3-100) 268-6562 

(3-101) 268-8757 

Fax: 268-0154 
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Web Page: www.CongersFD.org 
Email: Info@congersfd.org 

Revised Jan 2017 
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4. 


HAVERSTRAW FIRE DEPARTMENT 

Meetings: First Tuesday of Every Month 


Chief Tom Price (4-1) 

Email: TPRHL812@aol.com 

Asst. Chief John “Bart” Gordon (4-2) 

Email: bart@bartgordon.net 


Asst Chief Perry Masiello (4-3) 


Asst. Chief Mike Begbie (4-4) 

E-mail: mbeeslwh@aol.com 

Asst Chief Joseph Drexler (4-5) 

Email: idrex689@email.com 

TRAINING OFFICER 

Pat McNamee 

Email: PatEne38@aol.com 

Chris Delisio 

Email: CD1075@aol.com 

FIRE SAFETY OFFICER 

Peter Rugg 

Email: PiRuee9963@aol.com 

FIRE PREVENTION OFFICER 

Gary Nash 


RADIATION SAFETY OFFICER 

Chief Tom Price (4-1) 

See Above 

FIRE POLICE 

Capt George Horan 


PUBLIC INFORMATION OFFICER 

Pat McNamee 

Email: PatEne38@aol.com 


FIREHOUSES 

Rescue Hook & Ladder Co. #1 (4-100) 429-9861 


25 Fairmount Avenue 

Haverstraw, NY 10927 

Web Paee: www.rescuehookandladdercol.com 


General Warren Emergency Co #2 (4-100) 429-9877 

25 Fairmount Avenue 


Haverstraw, NY 10927 

Web Paee: www.ewe2.ore 

Relief Hose Co. #3 

11 Conklin Avenue 

Haverstraw, NY 10927 

429-9874 

Cosgriff Hose Co. #4 

Maple Avenue, PO Box 141 

Haverstraw, NY 10927 

429-9850 

Revised May 2017 
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Dept 4 con’t 


Lady Warren Hose Co. #5 429-9871 

88 Broadway 
Haverstraw, NY 10927 

Haverstraw Fire Dept. Chief: 429-0300 

40 New Main Street Fax: 786-1934 

Haverstraw, NY 10927 
Meetings: Last Thursday of Each month 

Revised May 2017 
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5. 


HILLBURN FIRE DEPARTMENT 
Meetings: Fourth Monday of Every Month 


Chief Shane Starr 

Asst Chief Ed Kelly Jr 

2 nd Asst. Chief AnneMarie Basile 

TRAINING OFFICER 

Capt Nelson Scott (5-4) 

FIRE SAFETY OFFICER 

Irving Strysko 

FIRE PREVENTION OFFICER 

Capt Nelson Scott (5-4) 

RADIATION SAFETY OFFICER 

Brian Marsh 

FIRE POEICE 

Brian Marsh 

PUBFIC INFORMATION OFFICER 

Irving Strysko 

CHAPFAIN 
Doug Volpicella 


Email: ffsss99@vahoo.com 
Email: FireChief510931 @ aol.com 
Email: Gotice 15 @ aol.com 

Email: NScott845 @ gmail.com 

Email: IStrysko5 @ gmail.com 

see above 

Email: Bammer48 @ verizon.net 

see above 

see above 


Hillbum Fire Co. 

37 Fifth Street - Box 66 
Hillbum, NY 10931 


FIREHOUSE 

369-1036 
Phone/Fax: 357-9260 

5-Rescue: 914-391-0454 

Email: FireChief5 @optonline.net 

Revised May 2016 
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6. 


HILLCREST FIRE DEPARTMENT 
Meetings: First Thursday of Every Month 


Chief. Chris Bowers 

Asst. Chief Frank Youngman (6-2) 

2 nd Asst Chief Robert Murdock (6-3) 

TRAINING OFFICER 

Capt Peter Gessner 

FIRE SAFETY OFFICER 

Capt Peter Gessner 

Pete Carney 

FIRE PREVENTION OFFICER 

Orin Ben Jacob (6-7) 

RADIATION SAFETY OFFICER 

Not available at Press Time 

FIRE POEICE 

Ft. Mike Kramar (6-FP-l) 

PUBFIC INFORMATION OFFICER 

Ex-Chief Chris Kear 

CHAPFAIN 

Frank Bifulco, Chaplain 

Glenn Zahlmann, Asst Chaplain 

MOFESTON FIRE DISTRICT 

Gary Wren, Chm. 

Donna Schultz, Sec 


Hillcrest Fire Co. #1 6-100 

374 North Main Street 
Spring Valley, NY 10977 

Hillcrest Mt. Ivy Station 6-101 

16 Thiells Mt. Ivy Road 
Pomona, NY 10970 

Hillcrest Fadentown 6-102 

631 Route 306 


Email: hfd251 @hillcrestfd.org 
Email: FyBatman33@yahoo.com 
Email: HasBeen205 @ aol.com 

Email: Pugslynv@vahoo.com 

Email: Pugslynv@vahoo.com 
Email: BoscoRose@aol.com 

Email Qzedb805@yahoo.com 

Email: JMKramar@hotmail.com 

Email: CGK249@msn.com 

Email: Biff6@optonline.net 
Email: Kuhuna704@yahoo.com 

Email: WrenG@ramaop-ny.gov 

FIREHOUSES 


Fax: 

Chf: 

356-0347 

356-6081 

356-6020 

Fax: 

354-0051 

354-0134 

Fax: 

364-0347 

364-0141 
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Dept 6 con’t 


Email: contactus@hillcrestfd.org 
Web Page: www.hillcrestfd.org 


Revised May 2017 
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7. 


MONSEY FIRE DEPARTMENT 
Meetings: First Monday of Every Month 


Chief Andrew (Tony) Layman (7-1) 

Email: chief@m 0 nsevfd. 0 r 2 

Asst. Chief Andrew Schlissel (7-2) 

Email: asst.chiefI@m 0 nsevfd. 0 r 2 

2 nd Asst Chief Bob Condon (7-3) 

Email: asst.chief2@monsevfd.or2 

TRAINING OFFICER 

2 nd Asst Chief Bob Condon 

see above 

Capt. Ben Frommer 

Email: captain@monsevfd.or 2 

FIRE SAFETY OFFICER 

Raphael Ziegler 

Email: RZie 2 ler@mosevfd.or 2 

FIRE PREVENTION OFFICER 

Megan Zarcone 

Email: FirePrevention @ monsevfd. or 2 

RADIATION SAFETY OFFICER 

Not available at Press Time 


FIRE POLICE 

Capt. Stan Cohen 

Email: SC 0 hen@m 0 nsevfd. 0 r 2 

PUBLIC INFORMATION OFFICER 

Chief Tony Layman (7-1) 

See above 

CHAPLAIN 

Rabbi David Chanofsky 


MONSEY FIRE DISTRICT 

Eli Kramer, Chm. 

Email: Ekramar@ monsevfiredistrict.ore 

Denise LaGarde, Sec. 

Monsey Fire District 

PO BOX 12 

Monsey, NY 10952 

Dist: 352-4585 Dist Fax: 352-1948 

Brewer Fire Engine Co. No. 1 

16 Grove Street, PO Box 41 

Monsey, NY 10952 

FIREHOUSE 

356-2611 

Fax: 406-4823 

Web Pa 2 e: www.m 0 nsevfd. 0 r 2 

Revised Jan 2016 
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8. 


NANUET FIRE DEPARTMENT 
Meetings: First Monday of Every Month 


Chief Bill Schoenleber 


1 st Asst. Chief Brian Ready 
2 nd Asst Chief AJ Knapp 


TRAINING OFFICER 

Capt David Jacobson 


FIRE SAFETY OFFICER 

Vincent Pacella (8SO 1) 

FIRE PREVENTION OFFICER 

Anthony Aguiar 

HAZ MAT & RADIATION OFFICER 

Daniel Maloney 

PUBLIC INFORMATION OFFICER 

Jason Schlesinger 

FIRE POLICE 
Not Available at Press Time 

TECH RESCUE OFFICER 

Greg Hecker 
Gordon Miller 

CHAPLAIN 
Deacon John Maloney 
St. Anthony’s Church 
1 Victoria Drive 
Nanuet, NY 10954 

NANUET FIRE DISTRICT 

Harold Straut, Chm. 

District Office 
PO Box 119, 

Nanuet, NY 10954 

Socky Trojahn, Sec 


Email: Chief@nanuetfd.org 
Email: Bschoenleber@nanuetfd.org 

Email: 2ndChief@NanuetFD.org 
Email: BjRSound@gmail.com 

Email: 3rdChief@NanuetFD.org 
Email: AKnapp @NanetFD.org 

Email: Captain@NanuetFD.org 
Email: DJacobson@nanuetfd.org 


Email: VgPacella@msn.com 


Email: Daniel.Maloney@ gmail.com 


Email: JSchlesinger@nanuetfd.org 


Email: hstraut@nanuetfd.org 

Bus: 623-8318 (also Fax) 

Email: Commissioners@nanuetfd.org 


Email: Stroiahn@optonline.net 
Email: Strojahn@nanuetfd.org 


Revised Feb 2017 
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Dept 8 con't 


PRESIDENT 
Jason Schlesinger 

LADIES AUXILIARY PRESIDENT 

Tara Jacobson, Pres 
Jamie Rachilla, Vice-Pres 

Nanuet Fire Engine Co. Inc. 8-100 
PO Box 356, 29 Old Middletown Rd 
Nanuet, NY 10954 


Bardonia Sub-Station 8-101 
11 Renee Lane 
Bardonia, NY 10954 


Email: President@nanuetfd.org 
(PO Box 454, Nanuet 10954) 
Email: LadiesAux@nanuetfd.org 
FIREHOUSE 

623- 9690 

Chf: 623-9049 

Fax: 623-6256 

Email: info@NanuetFD.org 
Web Page: www.NanuetFD.org 

624- 1306 

No Mail Delivery Accepted 


Revised Feb 2017 
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9. 


NEW CITY FIRE DEPARTMENT 
Meetings: First Wednesday of Every Month 


Chief Dennis Rodriquez (9-1) 
Asst. Chief Tim Kunz (9-2) 

2 nd Asst Chief John Latanzio (9-3) 


TRAINING OFFICER 
Capt Rich Willows Sr (9-4) 

FIRE SAFETY OFFICER 

Mike W Leitner 


FIRE PREVENTION OFFICER 

2 nd Asst Chief John Latanzio (9-3) 

PUBLIC INFORMATION OFFICER 

Mike Graff 

RADIATION SAFETY OFFICER 

Not available at Press Time 

FIRE POLICE 

Mike W Leitner 


Email: drodriquez@newcityfire.org 

Email: TKunz @newcityfire.org 

Email: REM660@aol.com or 

JLatanzio @ newcityfire.org 

Email: RWillows@newcityfire.org 

Email: MollyL16@aol.com 
or MLeitner@newcityfire.org 

See above 

Email: MGraff@newcityfire.org 

See above 


CHAPLAIN 
Father Frank Samoylo 
St Margarets 
Pearl River, NY 10965 

NEW CITY FIRE DISTRICT 

Tom McGrath, Chm. Email: TMcGrath@newcityfire.org 

Dist Off: 638-6831 Dist Fax: 639-6054 
John McSharar, Sec Dist Off: 638-6831 


FIREHOUSE 


New City Fire Engine Co. #1 

9-100: 

634-5010 

15 Maple Avenue 


634-3177 

New City, NY 10956 

Chiefs Fax: 

634-5026 


Voice Mail: 

634-5233 


9-Rescue: 

772-7119 


9-Patrol: 

523-9827 


Web Page: 

www.NewCityFire.org 


Email: 

infor @ ne wcityfire. or g 


Revised Jan 2016 
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10. NYACK FIRE DEPARTMENT 

Meetings: First Tuesday of Every Month 


Chief: John Galietta Jr 


Email: John@galietta.net 


Deputy Chief Richard Scully 


Email: ChiefScully@ gmail.com 


Bat. Chief Dana Mickle 


Email: CaptDMickle@aol.com 


TRAINING OFFICER 

Chief John Galietta Jr 


see above 


James Petriello 


Email: Petriello2 @ verizon.net 


James Scully 


Email: JdScully2000 @ yahoo .com 


FIRE SAFETY OFFICER 

Jim Clark. Email: SgtPal@aol.com 

FIRE PREVENTION OFFICER 

Theodore Ryder Email: NyackChief@aol.com 

FIRE POLICE 
Capt. Larry Nathanson 

CHAPLAIN 
Gerald Fenton 

Craig “Skip” Russell 

William Cassidy 

NYACK JOINT FIRE DISTRICT 

James Hartwick, Chm. Email: JHartwick47 @ gmail.com 

District Office Bus: 353-6190 (Fax also) 

PO Box 732 
Nyack, NY 10960 

Mary Doller, Sec Email: Poller@ verizon.net 


FIREHOUSES 


Orangetown Fire Co. #1 
90 Depot Place 
South Nyack, NY 10960 


www.nyackfd.org/orangetown 


Mazeppa Fire Engine Co. #2 
68 Main Street 
Nyack, NY 10960 


www.mazeppafire.org 


358-9729 
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Dept 8 con't 


Jackson Fire Engine Co. #3 (10-100) 
13 Park Street 
Nyack, NY 10960 


Jackson Hose Co. #3 

63 Catherine Street, PO Box 6 

Nyack, NY 10960 

358-9768 

www.iacksonhoseco3.com 

Chelsea Hook & Ladder Co. #2 

63 Catherine Street, PO Box 45 

Nyack, NY 10960 

358-9694 

Highland Hose Co. #5 

288 Main Street, PO Box 734 

Nyack, NY 10960 

358-9808 

www.nvackfd.org/hi ghland 

Nyack Fire Patrol, Inc 

15 Park Street 

Nyack, NY 10960 

www.nvackfire.org/nvackfireDatrolinc 

Empire Hook & Ladder Co. #1 

330 North Broadway 

Upper Nyack, NY 10960 

358-0198 

Nyack Fire Dept. 

15 Park Street 

Nyack, NY 10960 

Chief: 358-5454 (Fax also) 

www.nvackfd.orgwww.nvackfire.org 

Revised May 2017 
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11. ORANGEBURG FIRE DEPARTMENT 
Meetings: Second Tuesday of Every Month 


Chief Chris Jackson 

Email: ciackson(a>oranqeburqfd.orq 

1 st Asst. Chief Peter Byme 

Email Dbvrne(a>oranqeburqfd.orq 

2nd Asst. Chief John Ahlf 

Email: Ausbilder7@aol.com Jahlf@orangeburgfd.org 

TRAINING OFFICER 

Capt Joe Maggiore 

Email: imaggiore@orangeburg.org 

FIRE SAFETY OFFICER 

Bill Papp 

Email: WmPanD@ODtonline.net 

FIRE PREVENTION OFFICER 

Brendan Fridhandler 

Email: Bfridhandler @ oran geburgfd. or g 

Matt Byrne 

Email: MBvmel296@gmail.com 


RADIATION/HAZ MAT SAFETY OFFICER 

Frank Scala Email: Fscala@orangeburgfd.org 


FIRE POLICE 

Not Available at Press Time 


CHAPLAIN 

Not available at Press Time 


PUBLIC INFORMATION OFFICER 

Asst. Chief Peter Byrne 

See above 

ORANGEBURG FIRE DISTRICT 

Kenneth Gordon, Chm. 

Email: Kgordon@orangeburgfd.org 

Peter Byrne, Sec 

Email: Dbvrne(a>oranqeburqfd.orq 

PRESIDENT 

Travis Colvin 



FIREHOUSES 

Dutch Hill Firehouse (11-100) 359-5587 


61 Dutch Hill Road 

Orangeburg, NY 10962 

359-5921 

Fax: 359-9008 

Orangeburg Volunteer Fire Assn 

23 Greenbush Road 

Orangeburg, NY 10962 

359-0640 

Email: orangeburgfd@aol.com 

Web Page www.orangeburgfd.org 


Revised May 2017 
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12. PEARL RIVER FIRE DEPARTMENT 
Meetings: First Monday of Every Month 


Chief Matt Lewis 

Email: HL112@aol.com 

Asst. Chief Joel Spoelstra 

Email: JSnoelstra82@hotmail.com 

TRAINING OFFICER 

Capt James Morrison (12-4) 

Email: JM11210@vahoo.com 

Capt. Kevin Smellegar (12-5) 

Email: WordPRFD@smail.com 

FIRE SAFETY OFFICER 

Don Craig (SOI) 

Email: firel2@optonline.net 


Ex-Chief James Eldridge (S02) 


Ex-Chief Don Arterburn (S03) 

Email: BisDosPRFD@otnonline.net 

Robert Morrison (S04) 

Email: RamDam5@verizon.net 

FIRE PREVENTION OFFICER 

Robert Vatter 

Email: Flukel2@smail.com 

RADIATION SAFETY OFFICER 

Not Available at Press Time 


FIRE POLICE 

Capt. Chris Vergine (12-FP1) 

Email: fnverdell@aol.com 

Lt Kevin McGarvey (12-FP2) 

1 Mike Kernan Drive 

Pearl River, NY 10965 

Cell: 721-1722 

Email: kdkirll2@smail.com 

PUBLIC INFORMATION OFFICER 

Not Available at Press Time 


CHAPLAIN 

Rudolph Hansen 


PEARL RIVER FIRE DISTRICT 

1 Mike Kernan Drive, PO Box 156 

Pearl River, NY 10965-0156 

Dist Off: 735-2800 x502 

Dist Fax: 735-6002 

Evan Devires, Chm. 

Email: bofc@nrfdl2.ors or bdved@aol.com 

Jude Watson, Sec. 

Email: JWatson@nrdfl2.ors or Sectv@nrfdl2.ors 
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Dept 12 con't 


FIREHOUSES 

Pearl River Hook & Ladder Co.(12-101) 735-8822 

PO Box #6, 58 East Central Ave Fax: 735-7261 


Pearl River, NY 10965 


Excelsior Fire Engine Co. (12-100) 

1 Mike Kernan Drive 

Pearl River, NY 10965 

735-6584 

Fax: 735-6002 
www.excelsiorensine.com 

Pearl River Fire Dept. 

PO Box 111 

Pearl River, NY 10965 

Revised May 2016 
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13. PIERMONT FIRE DEPARTMENT 

Meetings: First Monday of Every Month 


Chief Don Hardy (13-1) 


Asst. Chief Dan Goswick Jr (13-2) 


2 nd Asst Chief Samuel Kropp (13-3) 

TRAINING OFFICER 
Capt Fawrence Cabrera (13-4) 

FIRE SAFETY OFFICER 

Nick Gatti 

F iz Fagan 

FIRE PREVENTION OFFICER 

Asst Chief Dan Goswick Jr 

RADIATION SAFETY OFFICER 

Ex-Chief Dan Goswick Sr 

FIRE POFICE 
Capt Donna Hardy 
Fawrence Goswick 
Donald Abies 

PUBFIC INFORMATION OFFICER 

Chief Don Hardy 
Ex-Chief Dan Goswick Sr 

DIVE FIEUTENANTS 

Dive Chief Scott Silva 
Ft Mark Blomquist 

EMS FIEUTENANTS 

Donna Alise 
Hope Goswick 

HIGH ANGEE RESCUE OFFICERS 

Tom Temple 
Tim Temple 

CHAPLAIN 
Monsignor Mulligan 

Don Cocker 


Email: DaHardy 134@gmail.com 
Email: 13-1 @pfdl3.com 

Email: Gos wickDaniel @ yahoo .com 
Email: 13-2@pfdl3.com 

Email: SamuelKropp@ymail.com 
Email: Training@pfdl3.com 

Email: nickgatti77 @ gmail.com 


see above 


Email: GoswickD@oru.com 


Email: Piermont314@gmail.com 


see above 
see above 


Email: revmad@hotmail.com 


Email: AliseD @ sharpsec.com 
Email: HdGoswick@yahoo.com 


Email: Ttemple@villagedpw.com 
Email: TiT134@aol.com 


see above 
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Dept 13 con't 


FIREHOUSE 

Empire Hose Co. #1 365-2587 

554 Piermont Avenue, PO Box 316 Fax: 359-0463 

Piermont, NY 10968 Email: pfd@ villageofpiermont.com 

Web Page www.pfdl3.com 


Revised May 2017 
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14. ROCKLAND LAKE FIRE DEPARTMENT 
Meetings: First Monday of Every Month 


Chief Chris Ryan 

Email: ChrisR14RLFD@vahoo.com 


Asst. Chief 


TRAINING OFFICER 

Chief Chris Ryan 

see above 

FIRE SAFETY OFFICER 

Tom Bierds (14-D1) 

Email: RCFI4486@ontonline.net 

FIRE PREVENTION OFFICER 

Not available at press time 


RADIATION SAFETY OFFICER 

Tom Bierds 

See Above 

FIRE POLICE 

Pete Badagliacca 


CHAPLAIN 

Stuart Gates 


Frank Bifulco 

Email: Biff6@ontonline.net 

PUBLIC INFORMATION OFFICER 

Chief Chris Ryan 

See above 

ROCKLAND LAKE FIRE DISTRICT 

John Clancy, Chm. 

Email: clem3bnc@aol.com 

Pat Runge, Sec. 

Email: Dudlev87@verizon.net 


FIREHOUSE 

Knickerbocker Engine Co. #1 268-0604 fax also 


Landing Road, PO Box 24 

Valley Cottage, NY 10989 
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15. SLOATSBURG FIRE DEPARTMENT 

Meetings: Second Thursday of Every Month 


Chief Christopher Morse 


Email: C.Morse@sloatsburgfire.org 


Asst. Chief Matthew Stritmater 


Email: m.stritmater@sloatsburgfire.org 


2 nd Asst. Chief Matt Swanson 


Email: M.Swanson@sloatsburgfire.org 


Email all Chiefs: Chief@sloatsburgfire.org 
Email all Officers: officers@ sloatsburgfire.org 


TRAINING OFFICER 


Lt Ronald Kanasky 


Email: R.Kanasky@ sloatsburgfire.org 


FIRE SAFETY OFFICER 

Douglas Volpicella Sr 

FIRE PREVENTION OFFICER 

1 st Lt Kevin Bonkoski 

RADIATION SAFETY OFFICER 

Lt Robert Stein Email: r.stein@sloatsburgfire.org 

FIRE POLICE 
Capt. Kenneth O’Leary 

Lt Paul Paulson 

PUBLIC INFORMATION OFFICER 

Frank Armstrong 

CHAPLAIN 
Douglas Volpicella Sr 


Sloatsburg Fire Department 
96 Orange Turnpike, PO Box 115 
Sloatsburg, NY 10974 


FIREHOUSE 

753-5575 
Fax: 753-5509 


Email: info @ sloatsburgfire.org 

Web Page: http://www.sloatsburgfire.org 
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16. SPARKILL FIRE DEPARTMENT 

Meetings: First Monday of Every Month 


Chief Domenico “Nico” Seminelli 

Email: FD16ns@aol.com 

Asst. Chief John Bruen 

Email: SDarkillFirel6@verizon.net 

TRAINING OFFICER 

Capt John F McCullough Jr (16-3) 

Email: Jmac514@vahoo.com 

FIRE SAFETY OFFICER 

Darrell Butler (16-S01) 

Email: BigD15@ODtonline.net 

Ex-Chief Clifton Bullock (16-S02) 

Email: snarkillfire 16 @verizon.net 

FIRE PREVENTION OFFICER 

Michael Pardi (16-FPO) 

Email: SDarkillPalisadesFire@msn.com 

RADIATION SAFETY OFFICER 

Ex-Chief Michael Bettmann 

Email: MBettmann@aol.com 

FIRE POLICE 

Not available at Press Time 


PUBLIC INFORMATION OFFICER 

Cmsr William J Sullivan (16-PIO) 

Email: BSullvl55@msn.com 

CHAPLAIN 

Sr Kathleeen Logan 

Email: KathleenLog@aol.com 


SPARKILL-PALISAPES FIRE DISTRICT 

William J Sullivan, Chm. District Email: SPFDist@msn.com 


William J Sullivan, Sec 

District Email: SPFDist@msn.com 

Email: Bsullvl55@msn.com 

John Paulding Engine Co. #1 

520 Route 340, PO Box 164 

Sparkill, NY 10976 

FIREHOUSE 

Phone: 359-1324 

Fax: 359-5169 

Email: SDarkillPalisadesFire@msn.com 

Web Page: httn://www.SDarkillDalisadesfd.com 
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17. SPRING VAT I ,EY FIRE DEPARTMENT 
Meetings: Second Thursday of Every Month 


Chief Ray Canario 

Email: ChiefSVFD RHF@villaseSDrinsVallev.org 

Deputy Chief Ken Conjura 

Email: ConiuraK ColEng@vahoo.com 

Battalion Chief Willins Celestin 

Email: WCelestin24@gmail.com 

TRAINING OFFICER 

Battalion Chief Willins Celestin 

Email: WCelestin24@gmail.com 

Deputy Chief Ken Conjura 

See above 

Capt. Eric Cich 

Email: eric. cich 17 @ gmail. com 

Capt. Ray Guamuccio 

Email: RavG@hillhook.org 

Capt. Wilier Frank 

Email: FBiggWill@vahoo.com 

FIRE SAFETY OFFICER 

Ex-Chief Farry Bolson (17-SOl) 

Email: Chiefl7RHL@aol.com 


John L. Conjura Sr (17-S02) 


Ex-Chief Ray Guarnuccio (17-S03) 

Email: RavG@hillhook.org 

FIRE PREVENTION OFFICER 

Emily Atar 


Battalion Chief Willins Celestin 

See above 

RADIATION SAFETY OFFICER 

Capt Eric Cich 

See above 

Ex-Chief Larry Bolson 

See above 

FIRE POLICE 

Capt George Cich 

Email: cichsfamilv@netscaDe.net 

Lt Justin Schwartz 

Email: JSchwartz613@gmail.com 

PUBLIC INFORMATION OFFICER 

Lt Justin Schwartz 

Email: JSchwartz613@gmail.com 

Andrew Lerer 

Email: ALerer@gmail.com 

Robert Schultz 
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Dept 17 con't 


CHAPLAIN 


John P Kapral 


Res: 357-7614 


Justin Schwartz 


Email: JSchwartz613@gmail.com 


Father Robert Rodriguez 
St Joseph’s Church 

Father Thadeus Aravindathu 
St Boniface Church 

FIREHOUSES 

Spring Valley Hook & Fadder Co. #1 (17-101) 356-7911 

7 West Furman Place 

Spring Valley, NY 10977 

Meetings: First Wednesday of Every Month 


Web Page: www.hillhooks.org 


Columbian Engine Co. #1 (17-103) 
63-65 West Street 
Spring Valley, NY 10977 
Meetings: First Tuesday of Every Month 


356-4742 


Rockland Hook & Fadder Co. (17-100) 
129 North Main Street 
Spring Valley, NY 10977 
Meetings: First Monday of Every Month 


517-2673 


Spring Valley Fire Dept 
PO Box 637 

Spring Valley, NY 10977 


371-8411 
Fax: 371-8411 
Village Hall: 573-5864 


East Spring Valley Fire District (17-104) 
62 Overlook Blvd 
Nanuet NY 10954 


641-0982 
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18. STONY POINT FIRE DEPARTMENT 
Meetings: First Monday of Every Month 


Chief Curt Wicks 

Email: Fden 2 ine@ 0 nt 0 nline.net 

Asst. Chief Nick Attolino 

Email: DiveRescuel 8 @aol.com 

TRAINING OFFICER 

2 nd Asst. Chief Erik Brissing 

Email: bi 22 sel 6 @email.com 

FIRE SAFETY OFFICER 

Steve Maraffino 


FIRE PREVENTION OFFICER 

Lt Kurt Mulligan 

Email: KurtMulli 2 an@ 0 Dt 0 nline.net 

RADIATION SAFETY OFFICER 

Bruce MacRae 

Email: BruceNBettv67 @ODtonline.net 

PUBLICE INFORMATION OFFICER 

Ed Geary 

Email: E 2 earvl 8 @aol.com 

FIRE POLICE 

Capt.. Douglas C. Mann, Sec. 

Email: StonvPointFireDistrict@ 2 mail.c 0 m 

CHIEF DIVER 

Tom Bicknell 


SWIFT WATER TEAM LEADER 

Tim Duffy 


CHAPLAIN 

Stuart Gates 


STONY POINT FIRE DISTRICT 

Steve Maraffino Jr, Chm 

Email: StonvPointFireDistrict@ 2 mail.c 0 m 

Dist Fax: 786-5783 

Douglas C. Mann, Sec 

Email: StonvPointFireDistrict@ 2 mail.c 0 m 

WAYNE HOSE CO#l INC 

Tom Cass Jr, Pres 



FIREHOUSE 

Wayne Hose Co. #1 Inc. 18-100 786-3386 


25 North Liberty Drive 

Stony Point, NY 10980 

Fax: 786-5781 

SubStation: 942-0844 (199 Central Hwy) 

Web Pa 2 e: www.stonvDointfire.com 

Email: HouseOfficersl 8 @ 2 mail.com 
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19. SUFFERN FIRE DEPARTMENT 

Meetings: First Monday of Every Month 

Chief John Salmon 

Deputy Chief Michael Lepori 

Battalion Chief Jeremy Kaufer 

TRAINING OFFICER 

Chief John Salmon 

Philip Beers 

FIRE SAFETY OFFICER 

Daniel P Mclnemey 

Bruce McClintock 
Joseph Hunt 

FIRE PREVENTION OFFICER 

Joseph Hunt 

FIRE POLICE 
Richard Destefano 

PUBLIC INFORMATION OFFICER 

Chief John Salmon 


Email: Jsalmon@suffemfire.org 
Email: MLepori67 @ gmail.com 
Email: JKauferl9@gmail.com 

see above 

Email: SuffemFDCaptainl95@yahoo.com 

Email: DPM192@hotmail.com 
Email: mcclintockcl@verizon.net 
Email: Hunt35Js@aol.com 

Email: Hunt35Js@aol.com 

See above 


CHAPLAINS 

Don Schreeck Email: DonS723@yahoo.com 


Suffem Volunteer Hose Co #1 Inc 
35 Washington Avenue 
Suffem, NY 10901 
First Monday 

Suffem Hook & Ladder Co. #1 
143 Lafayette Avenue 
Suffem, NY 10901 
First Tuesday 

Suffem Fire Dept-Office of the Chief 
PO Box 117 
Suffem, NY 10901 


FIREHOUSES 

357-8841 
Fax: 357-5295 


357-0009 
Fax: 357-1294 


Chief: 357-6066 
Fax Chief: 357-4174 
Email: SuffemFDChiefs@yahoo.com 
Web Page: www.suffemfire.org 
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20. TALLMAN FIRE DEPARTMENT 

Meetings: First Monday of Every Month 


Chief Chris Szklany (20-1) 

Email: CSzklanv@tallmanfd.ors 

Asst. Dennis Murphy (20-2) 

Email: DMurphv@tallmanfd.ors 


2nd Asst Chief Tom Stevens Jr (20-3) Email: TStevens @ tallmanfd.org 

All Officers Email: TallmanChiefs @ gmail.com 

TRAINING OFFICER 


Capt. Pat McKiernan (20-4) 

Email: PMcKiernan@tallmanfd.ors 

FIRE SAFETY OFFICER 

Stephen Rothaupt 

Email: SRothaunt@tallmanfd.ors 

John Hock 

Email: JHock@tallmanfd.ors 

FIRE PREVENTION OFFICER 

Hunter Potter 

Email: HPotter@tallmanfd.ors 

John DeGraw (20-6) 

Email: JDesraw@tallmanfd.org 


RADIATION SAFETY OFFICER 

2nd Asst Chief Tom Stevens Jr (20-3) Email: TStevens @tallmanfd.org 


FIRE POLICE 

Capt. Robert Burton (20-FP1) 

Email: RBurton@tallmanfd.ors 

TALLMAN FIRE DISTRICT 

Mike Aguilar, Chm. 

Email: MAsuilar@tallmanfd.ors 

287 Route 59, PO Box 726 

Tallman, NY 10982 

District Bus: 357-1301 


Linda Carbone, Sec 


PUBLIC INFORMATION OFFICER 

Ex-Chief Bill Tarantino 

Email: BillT20@ontonline.net 

PRESIDENT 

Wayne W Dolphin 

Email: WDonlhin@tallmanfd.ors 

LADIES AUXILIARY 

Susan Miraglio, Pres 

Email: smm2be @ verizon. net 

Tallman Fire Department 

289 Route 59, PO Box 37 

Tallman, NY 10982 

FIREHOUSE 

357-0514, 357-1707 

Fax:357-0376 

Web Pase: www.TallmanFD.ors 

Email: WebMaster@tallmannvfd.ors 
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21. TAPPAN FIRE DEPARTMENT 

Meetings: First Monday of Every Month 


Chief Wayne Werner 

Email: WWemer@taDnanfire.com 

Asst. Chief Michael Holihan 

Email: MHolihan@taDDanfire.com 

TRAINING OFFICER 

Capt. Tom Abraham (21-3) 

Email: TAbraham@taDDanfire.com 

FIRE SAFETY OFFICER 

Bruce Feonard (SOI) 

Email: BiiF@verizon.net 

FIRE PREVENTION OFFICER 

Asst. Chief Michael Holihan 

Email: MHolihan@taDDanfire.com 

PUBFIC INFORMATION OFFICER 

Mike Healey 

Email: Mhealev@tanDanfire.com 

FIRE POFICE 

Capt. John Stuercke 

Email: JhS851ns@earthlink.net 

CHAPFAIN 

Fr George Torok 

Our Fady of Scared Heart Church 


TAPPAN FIRE DISTRICT 

Tom Quinn Sr, Chm. 

Email: Ti0217@aol.com 

Tom Quinn Sr, Sec 

Email: Ti0217@aol.com 

Volunteer Fire Assn, of Tappan 

123 Washington Street 

Tappan, NY 10983 

FIREHOUSE 

359-1897 

Fax: 359-1186 

Web Paue: www.tannanfire.com 

21-101 

300 Western Highway 

Tappan, NY 10983 

359-3907 

Fax: 359-2873 
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22. VAT I ,F.Y COTTAGE FIRE DEPARTMENT 
Meetings: Second Monday of Every Month 


Chief Robert Johnson Jr 

Email: BJ2259@aol.com 

Asst. Chief Dennis Borrelli (22-2) 

Email: tovbuff911@aol.com 


2 nd Asst. Chief Frank Romano (22-3) 


TRAINING OFFICER 

Kyle Garrabrant (22-5) 

Email: KvleGarrabrant@vahoo.com 

FIRE SAFETY OFFICER 

Steve Ungerleider (22-Safety) 

Steve.Ungerleider@vallevcottasefd.ors 

Howard Gerber 

Ho ward. Gerber @ vallevcottagefd.org 

FIRE PREVENTION OFFICER 

Asst. Chief Dennis Borrelli (22-2) 

see above 

RADIATION SAFETY OFFICER 

Asst. Chief Dennis Borrelli (22-2) 

see above 

PUBLIC INFORMATION OFFICER 

Chief Robert Johnson Jr 

See above 

VALLEY COTTAGE FIRE DISTRICT 

Keith Garrabrant, Chm 

PO Box 226 

Valley Cottage, NY 10989 

Email: Keith. Garrabrant @ vallevcottagefd. org 

District Fax: 268-8470 

Ann Nulty, Sec. 

Email: Ann.Nutlv @ vallevcottagefd.org 

COMPANY PRESIDENT 

Steve Ungerleider 

See above 


FIREHOUSE 

Valley Cottage Eng. Co. #1 


PO Box 48, 20 Lake Road 

Valley Cottage, NY 10989 

Voice mail: 268-8707 

Fax: 268-8039 

Web Page: www.vallevcottagefd.org 
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23. WEST HAVERSTRAW FIRE DEPARTMENT 
Meetings: First Tuesday of Every Month 


Chief John Zajac 

Asst. Chief Ken Patterson (23-2) 

2 nd Asst. Chief Troy Spong (23-3) 

TRAINING OFFICER 
Mitchel Ramos (Vol Hose) 

Anthony Granata (SWJ) 

FIRE SAFETY OFFICER 

Larry Resnick SOI 

Frank DeGroat S02 
Mike Dolan SO 3 
Chuck Hatala S04 
Lisa Castaldo, S05 

FIRE PREVENTION OFFICER 

Capt Troy Spong (SWJ) 

Lilliana Lopez (Vol Hose) 

Joe Tisbe (Vol Hose) 

PUBLIC INFORMATION OFFICER 

John Kryger (23-A) 

RADIATION SAFETY OFFICER 

John Zajac 

FIRE POLICE 
Capt Tom Bicknell 

1 st Lt Todd Weiss (23-FP2) 


Email: JohnFZ@aol.com 
Email: KennyPat23 @ yahoo .com 
Email: TroyDarallie.Spong@verizon.net 

Email: MdRVOL23@aol.com 
Email: AnthonyJGranta@hotmail.com 


Email: CiHatala@optonline.net 
Email: Leeza23 @ aol.com 

Email: TroyDarallie.Spong @ verizon.net 

Email: LLopez@tilconny.com 
Email: tisbeioe40@aol.com 

Email: dfc4411 @ gmail.com 

Email: JohnFZ@aol.com 

Email: Tom JB @ optonline.net 


CHAPLAIN 

(S.W. Johnson SFE Co. #1) 
Rev. Msgr. Robert J McCabe 

Rev. Warren Brandt (SWJ) 

Stuart Gates (Vol Hose Co#2) 
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Dept 23 con't 


Frank Bifulco (Vol Hose Co#2) Email: Biff6@optonline.net 

FIREHOUSES 

S.W. Johnson Steam Fire Engine Co. #1 (23-100) 947-2550 
37 Bridge Street, PO Box 83 Fax: 947-4193 


Gamerville, NY 10923 

Web Page: www.swiohnsonsfe.com 

Volunteer Hose Co. #2 

30 E Railroad Avenue, Box 494 
West Haverstraw, NY 10993 

Capt. Office: 429-5616 

Fax: 786-7016 

23-Rescue: 914-262-1540 

Web Page: www.volhose23.com 
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24. WEST NYACK FIRE DEPARTMENT 
Meetings: First Tuesday of Every Month 


Chief Brian Leitner 

Email: WNFDChief@gmail.com 

1 st Asst. Chief Chris Reynolds 

Email: WNFDChief@gmail.com 

2 nd Asst Chief John Dudek 

Email: WNFDChief@gmail.com 


Email for all Chiefs: WNFDchief@ gmail.com 


TRAINING OFFICER 

Kevin Leitner (24-4) 

Email WW33FD@vahoo.com 

FIRE SAFETY OFFICER 

George Drescher (24-10) 

Email: fourfourwho@aol.com 

FIRE PREVENTION OFFICER 

Travis Arterbum (24-7) 

Email: TArterburn@ODtonline.net 

RADIATION SAFETY OFFICER 

George Drescher 

See above 

PUBLIC INFORMATION OFFICER 

Chief Brian Leitner 

see above 

CHAPLAIN 

Not Available at Press Time 


FIRE DISTRICT 

John DeNicola, Chm. 

42 Strawtown Road, PO Box 176 

West Nyack, NY 10994 

Email: FireCommissioners @ wnfd.org 

Dist: 358-1125 


John Tobin, Sec 


West Nyack Fire Engine Co. #1 

PO Box 352, 42 Strawtown Road 

West Nyack, NY 10994 

FIREHOUSE 

358-6377 

Fax: 353-5157 

Chf: 358-6398 

Web Page: www.WNFD.org 

Email: WNFD24@gmail.com or 

WeAreTheOnes @ wnfd.org 
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25. SOUTH SPRTNG VAT I FY FIRE DEPARTMENT 
Meetings: Second Tuesday of Every Month 

Chief Chris VanSchaick 25-1 Email: Squack25 @ verizon.net 

Asst. Chief Carmine Caruso 25-2 Email: SSVFD25 @ gmail.com 

TRAINING OFFICER 

Capt. Nick Gatti Jr Email: Nick29911@aol.com 

FIRE SAFETY OFFICER 

John Lacher 

FIRE PREVENTION OFFICER 

Joe Raiti Email: Raiti.Joseph@yahoo.com 

RADIATION SAFETY 

Chris VanSchaick Email: Squack25 @ verizon.net 

PUBLIC INFORMATION OFFICER 

Chief Chris VanSchaick 25-1 see above 

FIRE POLICE 

Ken Joyce 

CHAPLAIN 

Stuart Gates 

John P Kapral 

SOUTH SPRING VAT I EY ETRE DISTRICT 

Tom Kissane, Chm Email: Tommy@kandmelectric.com 

Nancy Salle, Sec 


Hugh Gassner Fire Company 
26 Red Schoolhouse Road 
Chestnut Ridge, NY 10977 


FIREHOUSE 

356-0074 
Fax: 356-2285 
25-1750: 914-393-5968 

25-1575 914-523-3783 

Web Page: www.SSVFD25.com 
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26. THIELLS FIRE DEPARTMENT 

Meetings: Second Tuesday of Every Month 


Chief Jason Parente 

Email: JParente@thiellsfd.com 

Asst Chief Anthony Rocci 

Email: ARocci@thiellsfd.com 

2 nd Asst Chief Jason Trow 

Email: JTrow@thiellsfd.com 

TRAINING OFFICER 

Capt Daniel Coughlin 

Email: DCoushlin@thiellsfd.com 

FIRE SAFETY OFFICER 

Larry Berkowitz 

Email: LBerkowitz@thiellsfd.com 

FIRE PREVENTION OFFICER 

Daniel Coughlin 

Email: DCoushlin@thiellsfd.com 

RADIATION SAFETY OFFICER 

Jason Trow 

see above 

FIRE POLICE 

Capt. Frank Nani 

Email: FNani@thiellsfd.com 

PUBLIC INFORMATION OFFICER 

Ray Redmond 

Email: Rredmond@thiellsfd.com 

CHAPLAIN 

Stuart Gates 


THIELLS-ROSEVILLE FIRE DISTRICT 

Larry Berkowitz, Chm 

See above 

Barbara Tooma, Sec. 

Email: BTooma@thiellsfd.com 


FIREHOUSE 

David B. Roche Vol. Fire Co. (26-100) 354-2320 


99 Route 202 

Thiells, NY 10984 

Fax: 354-2328 

Station #2 (26-101) 

120 Hammond Rd 

Thiells, NY 10984 

429-7949 

Station #3 (26-102) 

180 Beach Road 

West Haverstraw, NY 10993 

947-8271 


All mail goes to: (no mail delivery to firehouses) 

POBox 186 

Gamerville, NY 1092 Revised May 2016 
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Dept 26 con’t 

All mail for Officers goes to: 

PO Box 26 
Thiells, NY 10984 

Web Page: www.thiellsfd.com 
Fire Prevention Visit Request: fireprevention@thiellsfd.com 

Webmaster@thiellsfd.com 
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44. ROCKLAND COUNTY HAZ MAT TEAM 


SPECIAL OPERATIONS CHIEF 

Peter B yrne 44-12 

R.C. Fire Training Center 
35 Firemen’s Memorial Drive 
Pomona, NY 10970 

HAZ MAT FIRE COORDINATORS 


Daniel Moran 44-3 

George Drescher 44-4 

TEAM OFFICERS 

Chief Jerry Knapp HM-1 

Asst Chief Heath Silverman HM-2 

Capt Jamie Feeley HM-3 

Unavailable at Press Time HM-4 

Capt. Damien Shea HM-5 

Raphael Ziegler HM-6 

FIRE POFICE 

Mike Kramar HM-FPI 

APPARATUS 


44-Haz Mat (Tractor Trailer) 
44-Foaml 

44-EQ (Science Rig) 

44-Foam2 

44-DSU 


Bus: 364-8800 Fax: 364-8961 

Email: BvrneP@co.rockland.ny.us 

Email: dmoranl037@aol.com 
Email: fourfourwho @ aol.com 

Email: JKnapp23 @ aol.com 

Email: heath.Silverman@novartis.com 

Email: JF7041 @hotmail.com 

Email: DmSheal @ gmail.com 
Email: ZiggyFD7 @ gmail.com 

Email: JmKramar@hotmail.com 


NIMS Resource Typing (Type 1 Haz Mat Team) 

SPECIAL EQUIPMENT 

Radiation Monitors 
Multi-Gas Monitors 
APD 2000 (Nerve/Irritant Monitor) 

PID/FID Photo Ionization/Flame Ionization Detector 

Mercury Vapor Analyzer 

Various WMD Detectors and Sampling Devices 

Haz Mat ID 

Area Rae 

Gas IR 

Tetracan Anthrax T and Ricin Tickets 
Area Rae Meters 
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Haz Mat Team con’t 


Various Drager Tubes 
Responder R 
Sabre 4000 

For more detail on Inventory see back of this book and contact Peter Byrne at 
BvrneP@co.rockland.ny.us or Bus: 364-8800 


To activate, contact 44-Control at 845-364-8600 


Revised May 2016 
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TRT. ROCKLAND REGIONAL TECHNICAL RESCUE TEAM 


SPECIAL OPERATIONS CHIEF 

Peter B yrne 44-12 

R.C. Fire Training Center 

35 Firemen’s Memorial Drive 

Pomona, NY 10970 

Bus: 364-8800 Fax: 364-8961 

Email: BvrneP@co.rockland.nv.us 

TEAM OFFICERS 

Chief Donald Arterbum 
(Confined Space Deader) 

TRT-1 

Email: rctrtl @ smail.com 

Harold Johnson 

TRT-2 

Email: HiTrT12@msn.com 

Rich Willows 

TRT-3 

Email: RWillows@newcitvfire.ors 

Chris Farrell 

TRT-4 

Email: cftfd21@smail.com 

Heath Silverman 

TRT-5 

Email: HeathSilver28@smail.com 

Dennis Murpy 

TRT-6 

Email: TallmanFD143@aol.com 

Bob Weber 

TRT-7 

Email: Wade426@smail.ors 

Jerry Knapp 

TRT-8 

Email: JKnapp23@aol.com 

Steve Dorfman 

TRT-9 

Email: Steve@sutpheneast.com 

Shlomo Pomeranz 

TRT-10 

Email: shlomo@hillcrestfd.ors 

Technical Rescue Fire Coordinator 

George Drescher 44-4 

Email: fourfourwho@aol.com 


Team capabilities include: High and low angle rescue, confined space rescue, trench collapse rescue, 
medium building structural collapse rescue, heavy lifting, large animal rescue, wilderness search and 
rescue. 

RCTRT can be dispatched through the fire department by 44-Control, or calling 845-364-8500 
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32. PALISADES INTERSTATE PARK FIRE DEPT 

Greg Stewart Bus: 786-2701 

New York State Park Police 

Palisades Region 

Bear Mountain, NY 10911 

Revised May 2015 
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FIRE INSPECTORS 

Towns 


CLARKSTOWN 

10 Maple Avenue 

New City, NY 10956 

639-2100 Fax: 639-2079 

Steve Ungerleider Car 1 

639-2118 Cell: 629-1412 

Email: S .Ungerleider@clarkstown. org 

Ken Dillon Car 2 

639-2093 Cell: 721-4455 

Email: K.Dillon@clarkstown.org 

Harold Straut Car 3 

639-2119 Cell: 721-9539 

Email: h.straut@clarkstown.org 

Mike Healy Car 4 

639-2092 M.Healy@clarkstown.org 

Mark Perlowitz Car 5 

639-2117 M.Perlowitz@clarkstown.org 

ORANGETQWN 

Mike Bettmann 
Town of Orangetown 
Bureau of Fire Prevention 
20 Greenbush Road 
Orangeburg, NY 10962 
365-0204/0280 Fax: 365-0241 

Cell: 914-760-7728 Email: Mbettmann@orangetown.com 

Orangetown #2: Doug Sampath 

#3: Robert Morrison #4: Hugh Duffy 

Villages 

AIRMONT 

Shlomo Pomeranz 

Village of Airmont 

251 Cherry Lane, PO Box 578 

Tallman, NY 10982 

369-8813 Fax: 357-8307 Cell: 222-2270 

Email: Firelnspector@ airmont.org 

GRANDVIEW 

Joseph Knizeski 
Village of Grandview 
118 River Road 
Grandview, NY 10960 
348-0747 Fax also T-W-Th 9-lpm 
Res: 359-2478 Cell: 914-391-2752 
Email: jwrk2752@aol.com 
HILLBURN 

Adam Gordon 
Village Hall 
31 Mountain Avenue 
Hillbum, NY 10931 

357-2036 Fax:357-4933 con’t next page 
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HAVERSTRAW 

Frederick J. Viohl 

1 Rosman Road 

Gamerville, NY 10923 

429-2200 Fax: 786-7647 

942-3710 Cell: 826-4937 

Email: Fviohl@townofhaverstraw.org 

RAMAPO 

Michael Lepori (Ramapo#l) 

Town Hall, 237 Route 59 
Suffem, NY 10901 
357-5100 x262 

Fax: 357-5140 Email: LeporiM@ramapo.org 
Cell: 914-403-8358 

Ramapo #2: Adam Peltz PeltzA @ ramapo.org 
Cell: 222-0260 

Ramapo #3: Joe Tiso TisoJ@ ramapo.org 

Cell: 499-9957 

STONY POINT 

Tom Larkin 

74 E. Main Street 

Stony Point, NY 10980 

786-2716 Fax: 786-5138 

Cell: 608-6845 or 914-552-1288 

Email: fireinspector@townofstonvpoint.org 

CHESTNUT RIDGE 

Kim Weppler 

Village of Chestnut Ridge 

277-9 Old Nyack Turnpike 

Chestnut Ridge, NY 10977 

425-8283 Fax: 425-7199 Cell: 222-1354 

Email: fireinsp@chestnutridgevillage.org 

HAVERSTRAW 

Patrick McNamee 

Village of Haverstraw 

Municipal Building 

40 New Main Street 

Haverstraw, NY 10927 

429-0300 Fax: 429-0353 Cell: 742-2740 

Email: PatEng38@aol.com 

KASER 

Bill Press 
Village of Kaser 
PO Box 391 
Monsey, NY 10952 

352-2932x4 Cell: 721-6790 Revised May 2017 


































Cell 590-4765 

Email: AGordon@hillburn.org 
MONTEBELLO 

Chris Kear 
Village Hall 
1 Montebello Road 
Suffem, NY 10901 

368-2211 Cell: 222-1311 Fax:368-2044 
Email: Firelnspector@ villageofmontebello.com 

NEW SQUARE 

Manny Carmona 

Village Hall 

766 Route 45 

Spring Valley, NY 10977 

354-5778 Fax: 354-7282 

Cell: 558-5904 Email: Cmannv@optonline.net 

Cell: 721-9577 Email: building@newsquare.us 

PIERMONT 

Charlie Schaub 
Village Hall 
478 Piermont Avenue 
Piermont, NY 10968 

359-1258 Fax: 359-0466 Cell: 406-0122 
Email: Building@piermont-n y.gov 
SLOATSBURG 

Joseph Tichenor 

Village Hall 

96 Orange Turnpike 

Sloatsburg, NY 10974 

753-2727 Fax: 753-2730 Cell: 414-4129 

Email: building @ sloatsburgny.com 

TichenorDesignsInc @ gmail.com 

SPRING VALLEY 

Village of Spring Valley 
200 N. Main Street 
Spring Valley, NY 10977 
517-1131 Fax: 356-6035 


Roy Wanamaker 
Village Hall 
330 North Broadway 
Upper Nyack, NY 10960 
358-0084 9-12pm 
Fax:358-0741 

Email: Building.inspector@uppemvack-ny.us 


Bus: 262-1396 Fax: 262-1397 
eurekal819@aol.com 

NEW HEMPSTEAD 
Town of Ramapo Inspectors 
Village of New Hempstead 
108 Old Schoolhouse Rd 
New City, NY 10956 
354-8100 Fax: 354-7121 
Email: nbello@newhempstead.org 
NYACK 

Vincent Fiorentino 
Village of Nyack 
9 North Broadway 
Nyack, NY 10960 
358-4249 

Fax: 358-0672 Cell: 914-523-8713 
Email: nysbocrockland @ yahoo .com 

or Firelnspector@nyack-ny.gov 

POMONA 

Fouis Zummo Cell: 914-319-6134 

Village of Pomona 

100 Fadentown Road 

Pomona, NY 10970 

354-0545 10-2:30pm Fax: 354-0604 

Email: Fouis.Zummo@pomonavillage.com 

SOUTH NYACK 

Dave Majewski 

Village Hall 282 South Broadway 

South Nyack, NY 10960 

358-5078 Fax: 358-2714 Cell: 914-469-5132 

Email: SouthNyackic@optonline.net 

SUFFERN 

Frank Wilson 

Municipal Building 61 Washington Avenue 
Suffem, NY 10901 

357-2600 Fax: 357-3901 Cell: 538-3073 
Email: SuffemCarl @ suffemvillage.com 
WESLEY HILLS 

Chris Kear 

Village Hall 

432 Route 306 

Wesley Hills, NY 10952 

354-0400 Fax:354-4097 Cell: 222-1311 

Email: cgk249@msn.com 

WEST HAVERSTRAW 

Fred Viohl 947-2800 

Village Hall Fax: 947-1560 

130 Samsondale Ave Cell: 826-4937 

W Haverstraw, NY 10993 

Email: Fviohl@townofhaverstraw.org 

Revised May 2017 
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ROCKLAND COUNTY FIRE ADVISORY BOARD 
Ray Guarnuccio, RCFCA Email: RayG@hillhooks.org 


Chairman 


John Kryger, RCVFA 

Vice-Chairman 

Email: dfc4411 @ gmail.com 

Douglas Babcock, RCFCA 

Email: DDB62156@aol.com 

Frank Bifulco, RCVFA 

Email: Biff6@ODtonline.net 

Farry Bolson, RCFCA 

Email: Chiefl7RH@aol.com 

Fisa Castaldo, RCFCA 

Email: Feeza23@aol.com 

George Cich, RCVFPA 

Email: CichFamily@netscape.net 


Stuart L. Gates, RCVFA 


Finda Heath, RCVFA 

Email: FHEATH5032@AOF.COM 

Michael Karas, RCVFPA 

Email: ChooChooMKl@ODtonline.net 

Mike Kramar, RCVFPA 

Email: JmKramar@hotmail.com 

Mike Feitner, RCVFPA 

Email: MollyF16@aol.com 

Robert Murdock, RCFCA 

Email: hasbeen205@aol.com 

Chris Nau, RCVFA 

Email: CNCET17@aol.com 

Charlie Sharon, RCVFA 

Email: Dinman44@yahoo.com 

Vincent Sheridan, RCFCA 

Email: DBR46@aol.com 

John Stuercke, RCVFPA 

Email JhS85lDS@earthlink.net 

Kim Weppler, RCFCA 

Email: kuweDDler@ gmail.com 

Gary Wren, RCVFA 

Email: wreng@ramaDO-ny.gov 

Glenn Zahlmann, RCFCA 

Email: Kuhuna704@yahoo.com 

John F. Zajac, RCVFA 

Email: JohnFZ@aol.com 
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MEMORANDUM 

TO: All Fire Chiefs 

FROM: Chairman 

Rockland County Fire Advisory Board 

SUBJECT: State Fire Reporting 

I would like to take this opportunity to congratulate the Fire Chiefs of Rockland County for attaining 100 
percent participation in the above program for the years 1997 through 2006, 2007 (only 2 Depts missing), 
2008 through 2014. Congratulations to Rockland County for accomplishing this feat for the last several 
years. 

County Fire Coordinator Wren was the driving force behind this accomplishment, and we are grateful for 
his effort. However, there has been some confusion as to why we should submit reports and who is 
responsible for these submissions. 

Below is a copy of the New York State General Municipal Law, Section 204-d, which very clearly answers 
these questions. Very simply, it is the responsibility of the Chief to ensure these reports are submitted to the 
Office of Fire Prevention and Control. All Chiefs who take office, either in a village or district, take an 
Oath of Office to uphold the laws of the State of New York. This is one of them. 

I am sure we will continue to attain 100 percent participation for many years to come. If you have any 
questions concerning the above, please feel free to contact Coordinator Wren or me. 

Section 205-d. DUTIES OF THE FIRE CHIEF 

The fire chief of any fire department or company shall, in addition to any other duties assigned to 
him by law or contract, to the extent reasonably possible determine or cause to be determined the 
cause of each fire or explosion, which the fire department or company has been called to suppress. 
He shall file with the Office of Fire Prevention and Control of the Department of State a report 
containing such determination and any additional information required by such office regarding the 
fire or explosion. The report shall be in the form designated by such office. He shall contact or 
cause to be contacted the appropriate investigatory authority if he has reason to believe the fire or 
explosion is of incendiary or suspicious origin. 
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ASSOCIATION CHAPLAINS 


RCVFA 

Deacon Stuart L. Gates 
Lay Chaplain 


Donald J Schreeck 

Email: DonS723@yahoo.com 

RCFCA 

Stuart L. Gates, Lay Chaplain 
Franklin Knower, Lay Chaplain 
Frank Bifulco 
John Kapral 

RCVFPA 
Rudy Hansen 

Email: Hansen.RD @ verizon.net 

RCFDA 
Stuart L. Gates 

SAFETY OFFICERS ASSOC 

Stuart L. Gates 
Rudy Hansen 

John Kapral 

RC FIRE INSTRUCTORS ASSOC 

Frank Bifulco 


Franklin Knower 
Sunrise Senior Living 
Email: holychappi@ aol.com 

Doug Volpicella Sr 

Email: DougVolpl@iuno.com 

See above 
See above 
See above 
See below 


Franklin Knower 
See above 


See above 


See above 
See above 


See above 


RC RED KNIGHTS M/C CHAPTER #18 

Frank Bifulco See above 

Doug Volpicella Sr See above 


Frank Bifulco 
56 Summit Park Road 
Email: Biff6@optonline.net 

Justin Schwartz 
JSchwartz613@gmail.com 
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ASSOCIATIONS 


ROCKLAND COUNTY VOLUNTEER FIREFIGHTERS' ASSN. 

POBoxl6 www.rcvfa.com rcvfa@verizon.net 

Gamerville, NY 10923 

Nick Gatti FD 13, President Email: Gatti383@aol.com 

Vice-Presidents 

Chris Nau FD 17 Mike Rivera FD 3 

Email: CNCET17@aol.com Email: MikevSR22@optonline.net 

John Kryger FD 23, Corres. Sec Bruce McClintock FD 19, Rec Sec Don Schreeck FD 19, Fin. Sec 

E- Mail: dfc4411 @ gmail.com Email: mcclintockcl@verizon.net Email: finsecr.rcvfa@ gmail.com 

ROCKLAND COUNTY VOLUNTEER FIREMEN’S PAST PRESIDENTS CLUB 


Robert Burton, President 

Doug Mann, Secretary/Treasurer Email: StonvPointFireDistrict@gmail.com 

ROCKLAND COUNTY FIRE CHIEFS’ ASSN. 

P.O. Box 390 
Thiells, NY 10984-0390 

Dave Schnitzer, President Email: Kodal @optonline.net 

Vice-Presidents 

Jason Goldsmith Kevin Huslinger Chris Kear 

JGoldsmith@newcityfire.org KHus 18 @ verizon.net CGK249@msn.com 

Bruce Leonard, Corres. Secretary Email: BjjL@verizon.net 


ROCKLAND COUNTY FIRE POLICE ASSN. 

Lisa Castaldo, President 
Scott Hankinson, Vice- President 
Mike Leitner, Rec Secretary 


www.RCVFPA.org 
Email: leeza223@aol.com 
Email: HFD250@hillcrestfd.org 
Email: MollyL16@aol.com 


RCVFA LADTES AUXILIARY 

Diane Conklin, President 

Debby Sandberg, Secretary 


Email: Conk300@aol.com 
Email: Starry389@msn.com 


ROCKLAND COUNTY FIRE DISTRICTS’ ASSN. 

Gary Wren, President Email: WrenG@ramapo-ny.gov 

Gail Moggio, Corres. Secretary Email: gail.moggio@verizon.net 
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ROCKLAND COUNTY FIRE PREVENTION COMMITTEE (3 rd Tues) 


Daniel Coughlin, Chairman 
Orin Ben Jacob, Co-Chairman 
Matthew Iarocci, Rec Secretary 
Carol Cich, Corres Secretary 
George Cich, Treasurer 


Email: DCoughlin@thiellsfd.com 
Email: ozedb805@yahoo.com 
Email: MIarocci@thiellsfd.com 
Email: CichsFamily@netscape.net 
Email: CichsFamily@netscape.net 


ROCKLAND COUNTY PRESIDENT’S COUNCIL 

Pete Carney, President Email: BoscoRose@aol.com 


HELICOPTER EMERGENCY LIFT PROGRAM - H.E.L.P. 

Bus: 364-8800 


Chris Jensen, Chairman 
35 Firemen’s Memorial Drive 
Pomona, NY 10970 

CHIEF PILOT 

Ken Johnston 

35 Firemen’s Memorial Drive 
Pomona, NY 10970 

ROCKLAND COMMUNITY COLLEGE 


Email: JensenC@co.rockland.ny.us 


Contact 44-Control: 364-8600 
Bus: 638-5467 

Email: Helopilot@optonline.net 
Bus: 574-4210 


A AS Fire Protection Technology 

All interested Firefighters, please contact William Engelbracht 


BUREAU OF CRIMINAL INVESTIGATION 

Chief William Barbera 
Detective Douglas Lemer, Fire Investigator 
Detective/Lt Ted Brovarski 
Detective/K-9 Handler Dwayne Defino 


Bus: 638-5440 

Email: Barbera@rcpin.net 

Email: ler45870@rcpin.net 

Email: Bovarski@rcpin.net Bus: 638-5406 

Email: Defino @rcpin.net Bus: 638-5411 


Juvenile Fire Setter Intervention Program: 
Contact Doug Lemer or 

55 New Hempstead Road 
New City, NY 10956 
638-5578 Cell: 597-7517 
ler45870@rcpin.net 


Pete Byme 

Rockland County Fire & Emergency Services 
35 Firemen's Memorial Drive 
Pomona, NY 10970 

845-364-8800 845-364-8961 - Fax 

BymeP@co.rockland.ny.us 


EMERGENCY ASSIST TEAM OF ROCKLAND 
CRITICAL INCIDENT STRESS DEBRIEFING TEAM - CIST 


For information contact: Natalie Tuzzolino, Sec 
Hugh, Johnson, President 
Jonathan Kaufman, Vice-President 
Jo Ann Zucker, Clinical Coordinator 


shvac22 @ gmail.com 

HiTRT12@msn.com 
JKnymsnfdemt@ gmail.com 

joannzucker @ gmail.com 


To activate, contact 44-Control at 364-8600 
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EXPLORERS POST 

Mike Conklin 


Denise Martel 


Email: MikeC2825 @ hotmail.com 

RCV FIRE SERVICES MUSEUM BOARD 

Carol Cich, Chairman 
Lisa Castaldo, Vice-Chairman 
Mike Leitner, Secretary 
Roberta Doremus,Treasurer 

Mike Leitner, Co-Curator 
Mike Karas, Co-Curator 


Sarah Hunt 
President 

SaraHuntl900@gmail.com 

: 364-8800 rcvfsm@yahoogroups.com 

CichsFamily@netscape.net 

leeza223 @ aol.com 

MollyLl 6 @ aol.com 
arubardl215@gmail.com 

MollyLl 6 @ aol.com 
ChooChooMKl @ optonline.net 


RC CREATIVE APPROACH TO FIRE PROTECTION COMMITTEE 

COMMITTEE TO PROMOTE VOLUNTEERISM IN ROCKLAND COUNTY EMERGENCY 

SERVICES INC. www.RocklandBravest.org 

Charlie Prevot, Chm Email: CPrevot5 @ aol.com 

Larry Cabrera, Vice-Chairman Email: LarryCabrera51 @ gmail.com 

Ray Redmond, Sec Email: Rredmond@thiellsfd.com 

Mike Kramar, Treas Email: JmKramar@hotmail.com 

RC FIRE INSTRUCTORS ASSOCIATION 

Frank Jewett, President Email: Frank.Jewett@verizon.net 


Sheryl Rose, Secretary Bus: 364-8800 

35 Firemen’s Memorial Drive 

Pomona, NY 10970 Email: RoseS @co.rockland.ny.us 

RC INCIDENT SAFETY OFFICER ASSOCIATION 

Bruce Leonard, President Email: B j jL@ verizon.net 

George Cich, Vice-President Email: CichsFamily@netscape.net 

Lisa Castaldo, Secretary Email: leeza223 @ aol.com 

RC FALLEN FIREFIGHTERS MEMORIAL ASSOCIATION 

Po Box 380 
Congers, NY 10920 

George Cich, Vice-President Email: CichsFamily@netscape.net 

Chris Nau, Secretary Email: CNColEngTreas @ aol.com 


RC FIREFIGHTERS PIPES & DRUMS 

Po Box 576 Email: office@RCFFPipeBand.com 

New City, NY 10956 
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rcffpipeband @ optonline.net 


Dennis Roberts, President 
Dave Streichert, Vice-President 
Matthew DeGenarro, Secretary taskforcecop @ yahoo.com 

ROCKLAND 911 DISPATCHERS ASSOCIATION 

Teri Hamilton - Radio Headquarters, President 

Mary Frances Ginnity-Zayas - Clarkstown PD, Vice-President 
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For Application to Firemen's Home, 125 Harry Howard Ave, Hudson, NY 12534 
Call F.A.S.N.Y. Home Trustee: 1-800-479-7695 


Michael J Devittorio 
563 Locust Ave 
Port Chester, NY 10573-2727 
Email: Stench60@aol.com 


Marilyn L Schrader 


PO Box 369 

Catskill, NY 12414-0369 
Email: MSchrader@fasny.com 


F.A.S.N.Y. Committeemen: 


1-800-2 FASNY 2 http://fasny.com 
Email: FASNY@fasny.com 


Stuart L. Gates - State Executive Committee, Retired 

Frank Knower - Chaplains Committee 

James Hartwick - County Legislative Retired Representative 

Thomas W. Bierds - County Legislative Representative 

Paul Schlegel - RCFA Delegate 

Charlie Sharon - Recruitment and Retention Committee 

Hudson Valley V.F.A. www.hvvfa.com 

Tom Totten - President 

Stuart L. Gates - Past President, Chaplain, Public Relations 

Charlie Sharon - Publicity, Chairman Resolutions 

Frank Knower - Past President, Fire Police, Chaplain 

James Hartwick - legislation Committee Chairman, Director 

Thomas W Bierds - Past Director 

John Coyle IV - Public Relations, County Vice-President 

Paul Schlegel - Ways & Means 

Red Vest Club - Stuart L Gates, Chaplain & Charter Member, Frank Knower, Chaplain 
Royal Order Blue Vests -James M. Dunado Jr., Past-President, 

Paul Schlegel, Past President Blue Vests 
Doug Mann - Vice-Chairman Fire Police 

June Gunza, Sec PO Box 205, Highland Falls, NY 10928 Cell: 845-527-7599 
Ken Gordon - HVVFA Parade Rules Committee, Fire Judges Assigner 

Southern N.Y.V.F.A. Officers: 

Stuart Gates Paul Schlegel 

Past President Director 


Email: dockmaster9 @ aol.com 


Rockland County Representative for N.Y.S. Assoc, of Fire Chiefs 


www.nysfirechiefs.com 


Thomas W. Bierds 


Email: RCFI4486@optonline.net 


New York State Office of Fire Prevention and Control 


www.dhses.ny.gov/ofpc 


Marilyn Schrader 

Fire Protection Specialist 

1220 Washington Ave, Bldg 7A, Floor 2 

Albany NY 12226 


Bus: 518-474-6746 
Cell: 518-380-0559 


Email: marilyn.schrader@dhses.ny.gov 
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New Jersery & New York V.F.A. 


www.ninyvfa.org 


Stan Kufel - President SJK9Firestation@aol.com 

Stuart L Gates - Chaplain, Past Pres. - Stony Point 

Franklin H Knower - Chaplain - Tappan 

Nicholas Gatti - Past President - Piermont 

Thomas W Bierds - NYS Legislation Chairman 

Jerry Richardson - Trustee - Pearl River 

Thomas Bierds - Trustee, Congers 

John Stuercke - Trustee, Tappan 

Victor Armaniaco - Trustee - Blauvelt 

Gerard "Jerry" Naylis - NJ Legislative Chairman JerryNaylis @technicalfire.com 

FAS NY Ladies Auxiliary 

Dianne Wemer, Director Email: DianneMW @optonline.net 

Hudson Valley VFA Ladies Auxiliary 

Terry Mayer, County HVLA Historian &Director 

Diane Conklin, County Vice President Email: Conk3QQ@aol.com 


Revised May 2017 


57 










OFFICE OF FIRE AND EMERGENCY SERVICES 
ROCKLAND COUNTY FIRE TRAINING CENTER 


ADMINISTRATIVE OFFICE: 


Program Coord-Haz Mat 

E911 Coordinator 

Christopher Jensen 

Pablo Ramos 

Emergency Planning 

Coordinator, Fire Services. 

& Public Information Coordinator 

Safety & Compliance 

Nicholas Longo, Jr. 

Peter Byrne 


Fire & Emergency Services Specialist 

Secretarial Assistant 

Training Secretary 

Ellen Engelhardt 

Patrice Galvin 

Sheryl Rose 

Senior Typist 

E911 Communication Specialist 


Jennifer Barrett 

Nancy Baker 


Coordinator, Fire Instruction 

Industrial Training Coordinator 


Mike A Healy 

George Drescher 


New York State Fire Instructors 

Frank Bifulco 

Brandon Cruz 

Frank Jewett 

Bill Boera 

Dan Dennehy 

Robert Johnson 

John Checco 

Michael A Healy 

Joe Tisbe 

New York State Supplemental Instructors 

Thomas Bierds 

Dan Moran 


George Drescher 

Robert Sullivan 


Andrew Kolesar 

Robert LaGrow 

George Zayas 


Countv Instructors 

John Ahlf 

James Harris 

Chris Whitby 

Ken Begbie 

Shawn Healy 

Sean White 

Larry Berkowitz 

Harold Johnson II 


Hugh Duffy 

Gerald Knapp 


Chris Flatley 

Chris Reynolds 


Countv Instructor Aides 

Ron Kanasky 

Brian Stritmater 

Keith Adduce 

Jon Kaufman 

John Stuercke 

Don Arterburn 

Damian Lennon 

Kim Weppler 

Mike Bifulco 

Matt Lewis 

Curtis Wicks 

Charles Brodil 

Lilliana Lopez 

Rich Willows 

Tom Brown 

Kyle Lynch 

Tim Wren 

Matt Byrne 

Patrick McKiernan 

Chris Yannazzone 

John Checco 

Tom McKiernan 

Mike Yannazzone 

Brendon Cruz 

Kurt Mulligan 

Raphael Ziegler 

Bob Daly 

Pat Pascullo 


Chris Drescher (Military Leave) 

Mike Patwell 


Tim Duffy 

Dan Perrella 


Jeff Facinelli 

Mike Perri 


Jamie Feeley 

Charlie Prevot 


Charlie Fischer 

Ted Ruehl 


Andrew Fredericks 

Nico Seminelli 


Rich Grady 

Charlie Sharon 


Bill Harris IV 

Damien Shea 


Mike J Healy 

Heath Silverman 


Fred ILL 

Marty Smith 



F.T.C. OPEN MONDAY THRU THURSDAY 8:00 A.M.-5:00 P.M. and 7:00 P.M.-10:30 P.M. 

FRIDAY 8:00 A.M.-5:00 P.M. Revised May 2017 
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FIRE SAFETY PROGRAMS 



We can provide fire safety programs for students, grades Pre-K to 6. These age and grade appropriate 
programs feature in-classroom instruction by NYS certified instructors, supporting materials, an 
emphasis on fire safety and prevention, availability of field trip to Fire Safety Building, and award of Fire 
Safety Certificate of Merit to each student. 

“Fire Safety Building” - This is a full size house which is used for firefighter training (search & rescue 
and other operations) and public fire safety education. This house features: fire detection systems, 
residential sprinklers, a smoke machine, various types of doors and windows to practice escape 
procedures, and a classroom for presentation of films/videos. The structure is built like a ranch house, 
consisting of: three bedrooms, one bathroom, a kitchen and a living room. Groups are taken through a 
realistic, simulated fire/smoke situation. Students are taught escape procedures, such as the proper way to 
use an escape ladder, and what to do when the smoke alarm goes off. We show how smoke travels, as 
well as about fire itself and its causes. 

We also offer other programs such as: 

Baby Sitters 

Early Warning Devices 

E.D.I.T.H. (Exit Drills In The Home) 

Home Fire Safety and Mobile Home Fire Safety 
Fire Safety for the Elderly, Handicapped 
Juvenile Fire Setters 
How to use Fire Extinguishers 

If you are interested in any of the above mentioned programs, please contact the Fire Training Center at 364-8800. 

We also have an Explorer’s Post Youth Program for prospective firefighters. For more information on this, 
contact Mike Conklin at 359-8595 or the Fire Training Center at 364-8800. 

FIREFIGHTER TRAINING PROGRAMS 


The Rockland County Fire Training Center opened in 1973, thanks to the foresight and efforts of many 
dedicated fire service leaders. Over the years, we have been educating personnel in fire prevention, 
protection and suppression. 

Our MISSION STATEMENT reads: "TO PROVIDE ROCKLAND FIREFIGHTERS WITH THE 
REQUIRED SKILLS AND KNOWLEDGE TO ENABLE DELIVERY OF HIGH QUALITY AND 
COST EFFECTIVE FIRE PROTECTION SERVICES". 

We continue to expand and improve our firefighter training programs. We presently offer National Fire 
Academy Outreach Courses, New York State Office of Fire Prevention and Control Fire Service 
Outreach Courses, and over 300 Rockland County Fire Training Courses. We can also develop and 
present courses to meet your special needs. A course catalog, which provides information about our Fire 
Training Courses, is available upon request. 
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INDUSTRIAL AND INSTITUTIONAL TRAINING 


Business and industry are faced with an ever-increasing number of requirements and regulations. The 
Rockland County Fire Training Center can assist your firm in complying with these important regulations 
by providing you and your employees with the knowledge, skills and understanding needed in a variety of 
topics, including: fire prevention and suppression, emergency planning, evacuation procedures, and 
hazardous materials. We have developed and delivered many effective training programs for businesses, 
such as: 

Structural Fire Brigade Training 
Incipient Fire Brigade Training 
High Rise Fire Safety 
Fire Safety in Health Care Institutions 
Fire Safety in Business Facilities 
Fire Extinguisher Training 



"Fire Extinguisher Training at Your Facility!" - The Occupational Safety and Health Act (OSHA) 
requires that you provide training in the use of fire extinguishers if you provide extinguishers at your 
facility. To assist the business community, we have purchased a state-of-the-art portable fire training 
simulator which allows us to bring our important fire extinguisher training program to your site. This 
simulator, is completely self-contained and allows our instructors to give your employees "hands-on" 
practice with all types of fire extinguishers under safe, controlled live fire conditions. This training 
simulator uses clean burning propane to fuel various props that simulate Class A, Class B, and Class C 
fires. We can use your fire extinguishers or bring our own extinguishers for the program. 




If you are interested in any of the above mentioned programs please contact the following: For 
information on Firefighting Training Programs please contact Peter Byrne , Coordinator, Fire 
Instructors. For information on Industrial And Institutional Training Programs please contact George 
Drescher , Industrial Training Coordinators, at the Rockland County Fire Training Center, 845-364-8800. 
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National Safety Council 

6 Hour 

Defensive Driving Course 



10% Insurance Reduction on Liability & Collision Premiums 
• Up to 4 points reduction from NYS Drivers License • 

• Flexible Scheduling (see next page) • 

• Experienced, Friendly Instructors • 

• Three Year Certification • 

• Relaxed Atmosphere • 

• $25 per person • 

Open to all Volunteer Firefighters 
and Volunteer EMS 

Seating is Limited - Register Today 

Rockland County Fire Training Center 
35 Firemens Memorial Drive 
Pomona, NY 

Call: (845) 364-8808 






Defensive Driving Class Schedule 

2017 


Available on: 


Dates: Evenings 7:00 pm 


First Thursday of Month 

9:00 am - 4:15 pm 

Feb 2 

July 6 

Mar 2 

Aug 3 

Apr 6 

Sep 7 

May 4 

Oct 5 

June 1 

Nov 2 

10:15 pm 

Weekends 9:00 am -4:15 pm 


Please call the Fire Training Center to schedule a class for your department. 

CLASS SIZE IS LIMITED TO 40. Please call Fire Training Center at (845) 364-8800. 


Revised Jan 2017 
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EMERGENCY CONTACT NUMBERS 


Emergency Calls for Police, Fire and Ambulance_911 


Bureau of Criminal Investigation 

Clarkstown Police Dept 

FBI 


Haverstraw Police Dept 
Narcotics Task Force 
New York State ECON Police 
New York State Park Police 
New York State Police 

New York State PIP Troop F (Pomona Substation) 


New York State Terrorism Tips Hotline 
Orangetown Police Dept 
Piermont Police Dept 
Ramapo Police Dept 
Sheriff Patrol 

South Nyack/Grandview Police Dept 

Spring Valley Police Dept 

Stony Point Police Dept 

Suffem Police Dept 

Tuxedo Park Police Dept 

Tuxedo Police Dept 

US Coast Guard 


POLICE 

638- 5440 

639- 5800 
1-914-989-6000 
354-1500 
638-5030 
256-3013 
786-2781 
1-800-342-4357 
364-0200 
1-866-723-3697 
359-3700 
359-0240 

357- 2400 
638-5400 

358- 0206 

356- 7400 
786-2422 

357- 2300 
351-4741 
351-5111 

1-212-668-7936 or 1-718-354-4120 
1-800-424-0201 
1-800-424-8802 


National Response Center (Haz Mat - EPA notified) 
Nuclear Biological Chemical Hotlines & Help lines 


Bergen County 
New York State Police 
Rockland County 
Westchester County 


Bomb Squads 

1-201-336-7100 or 1-201-599-6210 (OEM) 
1-518-457-6811 or 1-518-341-0846 (Bpr) 
638-5469 or 5440 
1-914-864-7700 (PD) 


New Jersey Search and Rescue K9@NJSAR.org (Chris Kempey) 

For Emergency Dispatch (Bergen Police) 1-201-646-2705 


Sprint Emergency Response Team 
Nyack Water 

Orange & Rockland - Gas Leaks 
Orange & Rockland - Electric 
Rockland County Highway Dept 
Rockland County Sewer District 
United Water 

Verizon - Operations for Rockland County 


UTILITIES 

1-888-639-0020 ERTRequests @sprint.com 

358-0641 (358-3734 24 hr) 

1-800-533-5325 

1-877-434-4100 

638-5060 

365-6111 

620-3320 (Emerg Only 877-426-8969) 
1-855-632-7553 


Information Rockland 


364-2020 (8 AM to 8 PM Mon.-Fri.) 


Revised Jan 2015 
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MISCELLANOUS NUMBERS 


American Red Cross 358-0833 365-8268 212-875-2103 800-272-4290 

Chemtrec 1-800-424-9300 

City of NY Emergency Management 1-718-422-4800/4870/8710 

Civil Air Patrol - Challenger Learning Ctr - Lawrence Press 405-1132 

Conrail 1-800-272-0911 

CSX 1-800-232-0144 

PETROLEUM SPILL GUIDANCE AT A GLANCE 


Petroleum spills must be reported to DEC within two hours of discovery, with one minor exception 
involving small spills. To fit within the exception, a small spill must meet all of the following criteria: 


• The spill is known to be less than five gallons; 

• The spill is contained and under the control of the spiller; 

• The spill has not and will not reach the State’s water or any land; and 

• The spill is cleaned up within two hours of discovery. 


If a spill does not satisfy all of these criteria, it must be reported to the DEC Hotline 


DEC Spill Hotline 
Environmental Conservations NYS 
EPA (Region 2) 

Federal Aviation Administration FAA 

FEMA - Region II 

MTA - Metro North Railroad 

National Response Center 

National Transportation Safety Board 

New York State Dept of Transportation 


1-800-457-7362 

256-3000 

1-212-264-2525 or 877-251-4575 

1-718-553-3000 1-718-553-3100 (24 hr) 

1-212-680-3600 

1-212-878-1000 

1-212-637-3660 

1-202-314-6290 or 844-373-9922 
634-4661 


New York State Office of Fire Prevention and Control 518-474-6746 (24 Hr) IC 518-452-6430 


New York State Homeland Security (NYC) 
NY Guard 

NY Thruway Authority 
OSHA 

PESH - District Office 
Port Authority of NY and NJ 
Radiological Hotline (Dept, of Energy) 
Salvation Army 

SECC State Emergency Coordinator 

SEMO Warning Point 

SEMO 


1-212-867-7060 

365-3048 or 518-786-4430 

1-866-833-2986/2980 or 918-2500 

1-914-524-7510 

1-914-997-9514 

1-201-216-6078 

1-202-586-8100 


352-9577 Emerg Disaster 1-212-337-7365 (24 hr) 
1-518-292-2200 (24 hr) or 1-888-NYS-SEMO 
1-518-292-2200 
1-518-292-2275 


Life Net of NY (Medical Helicopter) 
Stewart International Airport 
Transcom 
US Dept, of Labor 
Westchester County Airport 


Call 44-Control to activate 

838-8200 

1-201-963-4033 

1-914-682-6157 or 1-212-264-9840 
1-914-995-4860 or 4009 (Security) 


MALLS 

Palisades - Security Office 348-1010 

Nanuet - Security Office 1-914-522-7621 (Manager’s Cell 24 hrs) 
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AAA Emergency Supply Co 
MES 

NYCOMCO (radios) 

Ramapo Fire 
Ruscon 
StateLine Fire 
Campbell Fire 

Goosetown Communications 
Fire-End & Croker Corp 

Air Quality Hotline 
National Climatic Data Center (NC) 
National Weather Service NWS (Upton) 
US Weather Service 
Skywarn @ Sewer Dist. 


FIRE EQUIPMENT 

1-914-949-0512 

800-560-8030 

1 -800-NYCOMCO (692-6626) 

356- 5971 
268-4444 
1-201-391-3290 

357- 1441 
268-7500 

914-592-3640x325 PSangen@fire-end.com 
WEATHER 

1-800-535-1345 

1-828-271-4800 

1-631-924-0383 

1-212-399-5340 

365-6111 


Poison Control Center 
Rabies Information 
Rape/Sexual Violence Hotline 
Suicide and Crisis Hotline 
Crisis Hotline 

Rockland County Health Dept 
New York State Dept, of Health 

Good Samaritan Hospital 
Nyack Hospital 


HEALTH RELATED 

1-800-222-1222 

364-2594 

1-800-656-4673 

1-800-Suicide 

348-6700 (Nyack Hospital) 

364-2512 

866-881-2809 Emerg 24 hr 
HOSPITALS 
368-5000 
348-2000 


Associated Press 

Journal News 

NEWS 12 Hudson Valley 

Rockland County Times 

Rockland Review 

Shadow Traffic/Metro Networks 

WABC TV (7) 

WCBS 880 AM 
WCBS TV (2) 

WFAS 1230 AM 
WHUD 

WINS 1010 AM 
WNBC TV (4) 

WNYW TV (Fox 5) 

WPIX TV (11) 

WRCR 
WRNN TV 
WWOR (9) 


MEDIA 

1-212-621-1500 

1-914-694-5077 

624-8780 

627-1414 

727-4114 


or 1-212-456-3173 


or 1-212-664-2731 
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1-201-939-6688 

1-914-421-1777 

1-212-975-2127 

1-212-975-5867 

1-914-693-2400 

1-877-274-9483 

1-212-397-1010 

1-914-694-7040 

1-212-452-3808 

1-212-210-2406 

624-1313 

1-212-481-5588 

1-201-330-2199 
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AMBULANCE CORPS _ 

Congers-Valley Cottage Vol Amb 
Hatzhloh 

Haverstraw Volunteer Amb 
Nanuet Community Vol Amb 
New City Vol Amb & Rescue 
Nyack Community Amb Corps 
Pearl River Alumni Amb 
Piermont FD EMS 
Ramapo Valley Amb Corps 
Rockland Mobile Care 
Rockland Paramedics 
Sloatsburg Vol Amb 
South Orangetown Vol Amb 
Spring Hill Community Amb Corps 
Stony Point Vol Amb Corps 
William P Faist Vol Amb Corps 

Rockland County EMS Office 

Cell: 

Cell: 

RCEMS Academy Training Office 


_ Web Site 

268-7333 http://www.cvcvac.org/ 

425-8979 

429-5500 http://www.haverstrawems.org/ 
623-6387 

634-3433 http: //w w w .ne wcityems. org/ 

358- 4824 http://www.nyackems.org/ems/ 
735-4400 

359- 1208 

357-1788 http://www.rvac.net 

627-8600 w w w .rocklandmobilecare. org 

627-8612 www.rocklandparamedics.org 

753-2445 

359-3030 http://www.soacems.org/ 

354-3435 http://www.springhillems.org/ 

786-5990 http://stonvpointems.com/ 

352-4556 www.faistvac.org 

364-8922 Kim Lippes 

590-9005 LippesK@co.rockland.ny.us 

364-8111 Desiree Leone 

821-3035 LeoneD@co.rockland.ny.us 

364-8923 Carol Stoll 

rocklandems @ aol.com 


Revised May 2017 
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SPILL RESPONSE PROTOCOL 


• The New York State Department of Environmental Conservation (DEC) (1-800-457-7362 or via 44- 
Control) should be notified for all petroleum and chemical spills, despite the amount spilled, and 
obtain a spill number. 

• Once a spill number has been obtained from the DEC, the caller should receive a callback from the 
DEC’S on-call spill engineer within 20 minutes who will provide guidance on the necessary action 
required. 

• The Rockland County Health Department must be notified of the spill through 44-Control. They will 
make a decision if a response is required. 

NOTE: The properly trained fire department personnel should only eliminate source and contain the 

spill. They are not responsible to clean up or transport the spilled material to an approved disposal site. 


RESPONDING TO SPILLS 


• Obtain wind direction and speed from 44-Control. 

• Secure the scene — prevent unauthorized entry. 

• Set up Hot Zone — only properly trained personnel shall enter this area. 

• Establish a command post - upwind and in a safe location. 

• Identify the hazard — placards, container labels, shipping documents, MSDS, etc. 

• Assess the situation - consider the following: 

o Is there a fire, a spill or a leak? 
o What are the weather conditions? 
o What is the terrain like? 

o Who/what is at risk: people, property or the environment? 

o What actions should be taken: Is an evacuation necessary? Is diking necessary? What 
resources (human and equipment) are required and are readily available? 
o What can be done immediately? 

o Firefighters need to be certified in Hazardous Materials First Responder Operations level to 
legally perform any defensive tactic or function, 
o For offensive functions, the firefighters need to be certified at the Hazardous Materials First 
Responder Technician level. 

Information needed prior to contacting Chemtrec - call 1-800-424-9300 or via 44-Control. 

> Your name, call back telephone number, 44-Control fax number 

> Location and nature of problem (spill, fire, etc.) 

> Name and identification number of material(s) involved 
r Shipper/consignee/point of origin 

> Carrier name, rail car or truck number 
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> Container type and size 

> Quantity of material transported/released 

> Local conditions (weather, terrain, proximity to schools, hospitals, waterways, etc.) 

> Injuries and exposures 

> Local emergency services that have been notified 

• The New York State Department of Environmental Control (DEC) should be notified for all 
petroleum and chemical spills, despite the amount spilled, and obtain a spill number (spill hotline 
number is 800-457-7362 or via 44-Control). 

• Once a spill number has been obtained from the DEC, the caller should receive a callback from the 
DEC’s on-call spill engineer within 20 minutes who will provide guidance on the necessary action 
required. If a return call is not received within 20 minutes, then another call should be made to the 
DEC. 

• Request that 44-Control contact the Rockland County Health Department and notify the on-call 
Health Department engineer of the spill. He/she will make a decision if a response is required or 
corrective action can be handled over the telephone. 

NOTE : The properly trained fire department personnel should only mitigate the spill. They are 
not responsible to clean up or transport the spilled material to an approved disposal site. 


EMERGENCY SERVICES GUIDELINES FOR D.O.T. ASSISTANCE 


The following guidelines should be utilized when emergency response organizations require the 
assistance of the Rockland County Division of the New York State Department of Transportation to the 
scene of an emergency on State highways. 

• The employees of the Rockland based New York State Department of Transportation are not 
trained in hazardous materials response and cannot engage in spill cleanup. 

• An incident that requires the Department of Transportation (DOT) assistance could include a 
spill, tree down, road obstruction, etc. 

• When assistance is required, the following should take place: 

o Call Radio Headquarters (44-Control) and request a DOT supervisor to contact the on¬ 
scene Incident Commander. The Incident Commander must provide 44-Control with a 
call back number. 

o Explain to the DOT supervisor the nature of the request, i.e., a truck rollover with a fuel 
spill on Rte. 9W and requesting traffic barricades for a road closure. 

o The supervisor will either respond to the scene or dispatch the equipment requested by the 
Incident Commander. 

o The supervisor will provide an estimated time of arrival. 
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• There could be a substantial delay during adverse weather conditions because crews are limited 
and assigned to other emergency tasks. There could also be a delay off hours and on holidays. 

• One of the big requests is for sand to absorb a fuel spill. The DOT recommends that speedy dry 
be used to absorb a spilled material. Sand should only be used to dyke a spilled material or 
applied to the road surface for traction of a vehicle. 

NOTE: The DOT will not remove sand, speedy dry, etc. when used at a fuel, motor oil, hydraulic 
oil or hazardous material spill. 


USE OF BIOSOLVE 


• Should the fire department decide to clean up a small hydrocarbon spill, BioSolve can be used 
provided the following is complied with: 

o BioSolve is to be used on surface (roadway, cement, blacktop) only . It should not be used on 
spilled material in a waterway, storm drain or on soil. With one exception, it can be used in 
storm drains and sewers if the primary purpose is to prevent an explosion. For example, a 
gasoline spill enters a storm drain and there is a concern of a fire/explosion, then BioSolve can 
be used. 

o BioSolve can be used on a spill and disposed of in the ordinary trash when the following is 
complied with: 

■ When the spill is a hydrocarbon only. 

■ BioSolve/water solution must be applied to the spilled material first and agitated. 

■ Speedy dry must then be placed over the spilled area that was treated with BioSolve. 

■ The maximum amount of speedy dry and BioSolve that can be disposed of is 220 lbs. 

This is about V 2 of a 55-gallon drum. 

o BioSolve use on waterways or in storm drains: 

Small Spill 


■ BioSolve “shall not be” used on a petroleum spill in a waterway, unless authorized by 
the New York State Department of Environmental Control (DEC) or the United States 
Coast Guard. 


Large Spill 


■ If a spill exceeds a total of 220 lbs. of BioSolve, speedy dry and spilled material during 
a clean up, then a spill contractor must be notified by the spiller or the DEC. 


MERCURY SPILL 


All spills of mercury from a home fever thermometer or home thermostat can be cleaned up by the 
homeowner. They can obtain information on how to clean up a small mercury spill from the New York 
State Health Department ( www.nvhealth.gov/nysdoh/environ/hsees/mercurv) or by calling 800-458-1158, 
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Ext. 2-7810. The fire department should not have any involvement. The typical fever thermometer 
contains about a half gram of mercury. 

If the amount of mercury spilled is larger than what is expected from a fever thermometer or home 
thermostat, then the County Health Department or Hazmat officer needs to be contacted and the area 
evacuated until it is cleaned. 

• Compact Fluorescent Bulb’s contain small amounts of Mercury: about 1/100 the amount in a 
common household thermometer. 

• What to do if one breaks? 

o Do Not inhale vapor 
o Do Not use a vacuum for cleanup 

o Sweep the pieces together with brush or broom - NOT with your hand, 
o Clean glass with wet rag or towel and place the towel along with glass into sealed plastic bag, 
and take to Household Hazardous Waste. (Open Mon-Fri 8 AM - 1 PM). 

NOTE: The fire department should not be cleaning up a mercury spill. 


DECONTAMINATION 


In the event that a resident or emergency worker comes in contact with a hazardous substance and 
requires immediate gross decontamination (decon), the fire department should call but not wait for the 
arrival of County Hazmat. They should perform the following: 

• Should the victims require immediate decon, then proceed without setting up a containment pool. 
Keep in mind that protection of life comes first and there should not be any delay in providing 
decon. 

• If time permits, set up a decon pool to capture the water or liquid runoff. 

• Decon support units can be dispatched to the scene from the County Hazmat Team and the 
following local fire Departments: Nyack, Suffern and West Haverstraw. The Hazmat Team 
should be notified for all requests for decon support. 

• Stationary decon units are located at Nyack and Good Samaritan Hospitals. Have 44-Control 
notify the emergency room of the receiving hospital that a contaminated victim is enroute and 
what level of decon was provided at the scene. 
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ALPINE FIRE DEPARTMENT-BERGEN COUNTY, NJ 
Meetings: First Monday of Month 


Alpine Fire Department 

94 Church Street 

Alpine, NJ 07620 

FIREHOUSE 

Fh: 201-768-7722 

Fax: 201-784-6788 


FORT MONTGOMERY FIRE DISTRICT-ORANGE COUNTY 

Meetings: Second & Fourth Thurs of Every Month 


Fort Montgomery Fire Dept 

PO Box 235 

Fort Montgomery, NY 10922 

FIREHOUSE 

Fh: 845-446-5102 

Fax: 845-446-5641 

Web Page: www.FortMontgomergFD.org 


GARRISON FIRE DEPARTMENT-PUTNAM COUNTY 

Meetings: Second Thursday of Month 


Garrison Vol. Fire Co Inc 

1616 Route 9 PO Box 252, 
Garrison, NY 10524 

FIREHOUSE 

Chief: 845-424-3709 

FH: 845-424-4406 

Fax: 845-424-4607 
www.garrisonfd.ors 
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TOWN OF GREENBURGH POLICE DEPT - TECHNICAL RESCUE TEAM 


Chief Chris McNemey 
188 Tarrytown Road 
White Plains, NY 10607 

TECH RESCUE TEAM OFFICER 
Commanding Officer Sgt Dan Valentine 
188 Tarrytown Road 
White Plains, NY 10607 


To Activate: contact Greenburgh PD Dispatch 

Town of Greenburgh Technical Rescue 
188 Tarrytown Road 
White Plains, NY 10607 


Bus: 914-989-1712 
Cell: 914-522-0487 


Bus: 914-989-1712 

Email: DValentine@ greenburghny.com 


Bus: 914-989-1700 

Bus: 914-682-5333 
Fax: 914-607-4012 
Cell: 914-469-7296 

Web Page: http://www.greenburghnv.com 


11 Members: 

5 are full-time Police Officer/Paramedics and have completed at Least Basic Firefighter, Haz Mat 
Tech and meet FEMA 1670 Standards for Technical Rescue. 

1 is a full-time civilian Paramedic who has completed training to Fire Instructor II and is a Haz 
Mat Specialist and meets FEMA 1670 Standards. 

4 are career firefighters and have met FEMA 1670 Standards. 
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IRVINGTON FIRE DEPARTMENT-WESTCHESTER COUNTY 
Fourth Thursday of Every Month 


Irvington Fire Department 
90 Main Street 
Irvington, NY 10533 


FIREHOUSE 

914-591-9867 
Fax: 914-591-4072 
Chf: 914-591-7403 


MAHWAH FIRE DEPARTMENT-BERGEN COUNTY, NJ 


FIREHOUSES 


Mahwah Fire Dept 

475 Corporate Drive 

Mahwah, NJ 07430 

201-828-2017 
Fax: 201-529-1749 

Company #1 

100 Miller Road 

Mahwah, NJ 07430 

Meetings: Second Friday 

201-529-3347 

Company #2 

60 Island Road 

Mahwah, NJ 07430 

Meetings: First Monday 

201-529-2711 

Company #3 

1 Rosanski Lane 

Mahwah, NJ 07430 

Meetings: First Monday 

201-529-3005 

Company #4 

52 Fardale Avenue 

Mahwah, NJ 07430 

Meetings: Second Thursday 

201-327-6570 

Company #5 

759 Stag Hill Road 

Mahwah, NJ 07430 

Meetings: First Monday 

201-529-3347 
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MONTY ATP. FIRE DEPARTMENT-BERGEN COUNTY, NJ 

Meetings: third Thursday 


FIREHOUSE 

Montvale Fire Department 201-391-4240 

35 West Grand Avenue Fax: 201-782-9236 

Montvale, NJ 07645 M-l: 201-370-1755 

Email: firedept@optonline.net 
Web Page: www.montvaleborough.org 


NORTHVATF FIRE DEPARTMENT-BERGEN COUNTY, NJ 

Meetings: second Monday of the Month 


FIREHOUSE 

Northvale Fire Department 201-767-0333 

204 Washington Street 
Northvale, NJ 07647 


OLD TAPP AN FIRE DEPARTMENT-BERGEN COUNTY, NJ 

Meetings: second Monday of Month 


FIREHOUSE 

Old Tappan Volunteer Fire Co. 201-664-0970 

227 Old Tappan Road 

Old Tappan, NJ 07675 Email: FireChief @oldtappan.net 

Web Page: www.oldtappan.net 


PARK RIDGE FIRE DEPARTMENT-BERGEN COUNTY, NJ 

Meetings: Thursday 


Park Ridge Volunteer Fire Dept 
53 Park Avenue 


Park Ridge, NJ 07656 


FIREHOUSE 

201-391-6993 
Fax: 201-822-6162 
Web Page: www.parkridgefire.com 


74 















RAMSEY FIRE DEPARTMENT-BERGEN COUNTY, NJ 

Meetings: first Monday of Month 


FIREHOUSE 

Ramsey Fire Department 201-327-0007 

33 North Central Avenue, PO Box 164 Fax: 201-327-1985 
Ramsey, NJ 07446 


RAMSEY RESCUE SOUAD-BERGEN COUNTY, NJ 


Meetings: first Thursday of Month 


Ramsey Rescue Squad 
38 South Central Avenue 
PO Box 193 
Ramsey, NJ 07446 


FIREHOUSE 

Bus: 201-327-2772 
Fax: 201-327-8802 
Web Page: www.ramseyrescue.com 


RIVER VAT E VOLUNTEER FIRE DEPARTMENT-BERGEN COUNTY, NJ 

Meetings: first Tuesday 


FIREHOUSE 


River Vale Volunteer Fire Dept Bus: 201-358-7753 

330 Rivervale Road Fax: 201-358-7781 

River Vale, NJ 07675 Cell: 201-666-9331 


ROCK! E1GH FIRE DEPARTMENT-BERGEN COUNTY, NJ 

Meetings: first Tuesday 


Rockleigh Fire Department 
26 Rockleigh Road 
Rockleigh, NJ 07647-2706 


FIREHOUSE 

201-768-4217 or 2091 
Fax: 201-768-3355 
R-l Cell: 201-803-0715 
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SADDLE RIVER VALLEY RESCUE SQUAD-BERGEN COUNTY, NJ 


FIREHOUSE 

Saddle River Valley Rescue Squad 201-327-3219 

PO Box 253 

Saddle River, NJ 07458 Web Page: SRVRescue.org 


They Offer: 

Traffic Unit - cones, barricades, signs, traffic vests & jackets 9-Rescue/T-3 
De-Watering Unit 12-Rescue (Pump outs) 


TARRYTOWN FIRE DEPARTMENT-WESTCHESTER COUNTY 

FIREHOUSE 

Conqueror Hook & Ladder Company #1 (Truck 37) 

50 Main Street 914-631-1003 

Tarrytown, NY 10591 
Meeting: 2nd Tuesday, monthly 

Phenix Hose Company #2 (Engine 76) 

Central Avenue 914-631-9545 

Tarrytown, NY 10591 
Meeting: 1st Thursday, monthly 

Consolidated Engine Company #1 (Engine 77) 

Sheldon Avenue 914-631-9640 

Tarrytown, NY 10591 
Meeting: 1st Thursday, monthly 

Washington Engine Company #2 (Engine 78) 

Kaldenberg Place 914-366-4133 

Tarrytown, NY 10591 
Meeting: 1st Monday, monthly 

Hope Hose Company #1 (Engine 79) 

50 Main Street 914-631-8908 

Tarrytown, NY 10591 
Meeting: 2nd Tuesday, monthly 

Riverside Hose Company #4 (Engine 80) 

Franklin Street 914-631-9504 

Tarrytown, NY 10591 
Meeting: 1st Thursday, monthly 
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TUXEDO JOINT FIRE DISTRICT-ORANGE COUNTY 

Meetings: first Thursday of Month 


FIREHOUSE 

Tuxedo Co #1, Tuxedo Park Fire Company 845-351-2222 
2 Contractors Road Fax: 845-351-1067 

Tuxedo, NY 10987 

Meetings: First Thursday of each Month 

Tuxedo Co #2, Sterling Forest Fire Company 845-351-5768 
1664 Fong Meadow Road Fax: 845-351-1076 

Tuxedo, NY 10987 

Meetings: Second Tuesday of each Month 

Tuxedo Co #3, Eagle Valley Fire Company 845-753-5577 
14 Scott Mine Road Fax: 845-753-5079 

Tuxedo, NY 10987 

Meetings: Second Tuesday of each Month 


Tuxedo Joint Fire District Phone/Fax: 845-351-7206 

Box 782 

Tuxedo Park, NY 10987 
Meetings: First Monday of each month 


UPPER SADDFE RIVER FIRE DEPT-BERGEN COUNTY, NJ 

1st Thursday of Month 


Upper Saddle River Fire Dept 
376 West Saddle River Road 
Upper Saddle River, NJ 07458 


FIREHOUSE 

Fh: 201-327-0285 
Fax: 201-327-2195 
Web: www.USRFD.org 


VERPFANCK FIRE DISTRICT-WESTCHESTER COUNTY 

Meetings: Second Thursday of Month 


FIREHOUSE 

Verplanck Fire District 914-737-8233 

238 8th Street, PO Box 518 Chief: 914-788-6943 

Verplanck, NY 10596 
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WOODBURY FIRE DEPARTMENT - ORANGE COUNTY 

Meetings: first Monday of Month 

FIREHOUSE 

Highland Mills Fire Company Fh: 845 - 928 - 6070 

Station address: 455 State Route 32 Fax: 845-928-3761 

Mailing address: Post Office Box 162 

Highland Mills NY 10930 Web Page: www.HighlandMillsFireCompany.com 

Meetings: First Wednesday of each Month 

Central Valley Fire Company 
Station address: 24 Smith Clove Road 

Mailing address: Post Office Box 2 

Central Valley NY 10917 
Meetings: First Wednesday of each Month 

Woodbury Fire Department 
Post Office Box 643 

Highland Mills, NY 10930-0643 Email: woodburyfirechief@yahoo.com 

Web Page: www.woodburyfire.com 


Fh: 845 - 928 - 6080 

Web Page: www.cvfirecompany.org 
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TEAMS 


DIVE TEAM 


DEPT. 13 


DEPT. 18 

Swift Water Rescue Team, 5 Ice Rescue Suits, 7 Dry Suits 

DEPT. 26 

26-SR 

Irvington FD 


Mahwah 

Open Water D/Rescue/Recovery/Dry Suit 

Ramsey Rescue 


Verplanck FD 

Dive Rescue Vehicle R-41 

WATER RESCUE TEAM 


DEPT 3 


DEPT 15 


DEPT 18 


DEPT 20 


DEPT 22 

Equip Only 4—PFD’s/3 Throw Bags/2 Life Rings 

DEPT 23 


DEPT 26 

26-SR 

ICE RESCUE TEAM 


DEPT. 3 

8 Suits. lOPFD’s 

DEPT. 6 

6 Suits, 11 PFD’s, 2-75 ft & 2-50 ft Throw bags, 4 buoys, 6-1250, 


6-Rescue, Surface only 

DEPT. 12 

No Team - 3 Ice Rescue Suits 

DEPT. 13 


DEPT. 15 

6 Ice Rescue Suits, 10 PFD’s, 6 Rope Bags (4-150’,2-300’), 4 75 ft 


Throw bags 

DEPT. 19 

4 Ice Rescue Suits 

DEPT. 20 

Ice Rescue Team 

DEPT 22 

Equip Only 4 Ice Rescue Suits 

DEPT 23 

4 Ice Rescue Suits, 4 PFD’s, 2 Rope Bags, 


250 ft Water Rescue Rope, 2-75 ft Throw Bags 

DEPT 24 


DEPT. 26 


Saddle River Valley 

4 Ice Rescue Suits, 8 PFD’s, 2-75’Throw Bags 

Woodbury 

5 Ice Rescue Suits, 6 PFDs, 6 75 ft Throw bags, 2 Rope Reels 


(500’), 1 Rescue Alive Ice Rescue Sled 


TECHNICAL RESCUE TEAM 

Rockland Regional Technical Rescue Team 

Capabilities: High Angle, Low Angle, Ice Rescue, Trench 
Collapse, Confined space, Structural Building Collapse, Medium 
Construction 

Greenburgh PD Technical Rescue 

Collapse/Trench, High Angle, Water, Swift Water, Ice Rescue, 
Heavy Extrication, Haz Mat, WMD, EMT-D 

Mahwah Collapse/Trench unit utilizing wood/timber shoring/Confined Space 

Saddle River Valley Rescue Squad 

Confined Space, Collapse/Shoring, Trench, R.I.T. Unit, 

DEPT 10-HART High Angle Rescue 
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DEPT 12 


High Angle Rescue 


HAZ MAT TEAM 

Rockland County (Type 1) 
Mahwah 

FAST TEAM 


DEPT. 1 

1-2001 

DEPT. 2 

2-Rescue 

DEPT 3 

3-1501 

DEPT. 5 

5-CFR 

DEPT. 6 

6-Rescue, 6-1250 

DEPT. 7 

7-Rescue 

DEPT 8 

8-1750, 8-1500. 8-EQ, 8-Tower 

DEPT 9 


DEPT 10 

10-Rescue 

DEPT. 11 


DEPT 12 

12-2000 (Odd Months), 12-1250 (Even Months) 

DEPT. 13 


DEPT. 15 


DEPT. 16 

16-99 

DEPT. 17 


DEPT 18 

18-EQ 

DEPT. 19 

19-1500, 19-EQ 

DEPT 20 

20-Rescue 

DEPT. 21 

21-EQ 

DEPT. 22 

22-1501, 22-99 

DEPT. 23 

23-Rescue 

DEPT. 24 

24-Rescue 

DEPT. 25 

25-1750 

DEPT. 26 

26-Rescue 

Mahwah 


Woodbury 

E-525 


DECONTAMINATION SUPPORT UNITS -DSU 


Rockland County has received 4 Weapons of Mass Destruction Trailers from New York State. The 
trailers are equipped to support Mass Decontamination activities in times of crisis. An inventory of each 
trailer is available. They will be stationed at various fire departments through out the county as follows. 


Level A/B Response Trailer at Fire Training Center 

10-DSU 

19-DSU 

23-DSU 


STORM EMERGENCY FIRE UNIT - SEFU 


DEPT. 1 
DEPT 2 
DEPT 3 
DEPT 5 
DEPT. 6 (2) 


DEPT 7 
DEPT. 9 
DEPT 11 
DEPT. 12 (2) 
DEPT 14 


DEPT 15 (2) 
DEPT 16 
DEPT. 18 
DEPT. 19 (2) 
DEPT 20 


DEPT 21 
DEPT 23 
DEPT 25 
DEPT 26 
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ENGINE/PUMPERS 


DEPT. 2 

2-1500 

750 GALS 

2000 GPM 

2wd 

DEPT 4 

4-1500, 4-1501 


1500 GPM 

2 wd 


4-1750 


1750 GPM 

2wd 

DEPT 5 

5-MP 

250 GALS 

400 GPM 

4 wd 


5-CFR 

750 GALS 

1500 GPM 

2wd 


5-QUAD 

750 GALS 

1500 GPM 

2wd 

DEPT. 6 

6-TANKER 

1000 GALS 

1500 GPM 

2wd 


6-1750 

1000 GALS 

1750 GPM 

2wd 


6-1500 

1000 GALS 

1500 GPM 

2wd 


6-1501 

1000 GALS 

1500 GPM 

2wd 


6-1250 

500 GALS 

1200 GPM 

2wd 

DEPT. 7 

7-MP 

200 GALS 

250 GPM 

4wd 


7-Tanker 

1000 GALS 

1500 GPM 

2wd 


7-2000 

1000 GALS 

2000 GPM 

2wd 


7-2001 


2000 GPM 

2wd 

DEPT 8 

8-EQ 

750 GALS 

1000 GPM 

2wd 


8-1500 

750 GALS 

1500 GPM 

2wd 


8-1501 

750 GALS 

1500 GPM 

2wd 


8-1750 

750 GALS 

1750 GPM 

2wd 

DEPT 10 

10-1250 

750 GALS 

1500 GPM 

2wd 


10-1500 

750 GALS 

1500 GPM 

2wd 


10-1501 

750 GALS 

1500 GPM 

2wd 


10-1502 


1500 GPM 

2wd 


lO- 


1000 GPM 

2wd 

DEPT. 11 

ll-2000 

1000 GALS 

2000 GPM 

2wd 


11-1750 

1000 GALS 

1750 GPM 

2wd 

DEPT. 12 

12-1501 

750 GALS 

1500 GPM 

2wd 


12-2000 

800 GALS 

2000 GPM 

2wd 


12-1250 

500 GALS 

1250 GPM 

2wd 


12-1750 

1000 GALS 

1750 GPM 

2wd 

DEPT 13 

13-1001 

500 GALS 

1000 GPM 

2wd 

DEPT 14 

14-1000 

750 GALS 

1000 GPM 

2wd 


14-1001 

750 GALS 

1000 GPM 

2wd 

DEPT 15 

15-QUAD 

700 GALS 

1500 GPM 

2wd 


15-1750 

850 GALS 

1750 GPM 

2wd 


15-MP 

260 GALS 

300 GPM 

4wd 

DEPT 16 

16-1000 

500 GALS 

1000 GPM 

2wd 


16-1250 

500 GALS 

1500 GPM 

2wd 


16-MP 


500 GPM 

4 wd 

DEPT 17 

17-1000 

500 GALS 

1000 GPM 

2wd 

(Reserve Pumper) 

17-1250 

1000 GALS 

1250 GPM 

2wd 

DEPT 18 

18-1000 

500 GALS 

1000 GPM 

4wd 

DEPT 19 

19-2000 


2000 GPM 

2wd 

DEPT 20 

20-MP 

200 GALS 

400 GPM 

4wd 

DEPT 21 

21-1250 


1250 GPM 

2wd 


21-1500 


1500 GPM 

2wd 


21-1501 


1500 GPM 

2wd 

DEPT 23 

23-1500 


1500 GPM 

2wd 


23-1501 


1500 GPM 

2 wd 


23-2000 


2000 GPM 

2 wd 
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DEPT 24 

24-1500 

1000 GALS 

1500 GPM 

2wd 


24-1750 

1000 GALS 

1750 GPM 

2wd 


24-Tanker 

1000 GALS 

1750 GPM 

2wd 

DEPT 25 

25-MP 


300 GALS 

500 GPM 

4wd 


25-1750 

750 GALS 

1750 GPM 

2wd 


25-Tanker 

1000 GALS 

2000 GPM 

2wd 

DEPT 26 

26-Tanker 

1000 GALS 

1500 GPM 

2wd 


26-1500 

750 GALS 

1500 GPM 

2wd 


26-1501 

1000 GALS 

1500 GPM 

2wd 

AERIAL 






DEPT 

LENGTH 

TYPE 

RADIO ID 



3 

95 FT 

TOWER 

3-TOWER 

2000 GPM 

2wd 

4 

100+ FT 

LADDER 

4-99 

0 GPM 

2wd 

6 

75 FT 

LADDER 

6-75 




95 FT 

TOWER 

6-TOWER 



7 

100 FT 

TOWER 

7-TOWER 

2000 GPM 

2wd 

8 

75 FT 

TOWER 

8-TOWER 

1500 GPM 

2wd 

9 

110 FT 

TOWER 

9-TOWER 

2000 GPM 

2wd 

10 

100 FT 

TILLER 

10-99 


2wd 


100 FT 

LADDER 

10-98 w/pump 250 GPM 

2wd 

11 

100 FT 

TOWER 

11-TOWER 

2000 GPM 

2wd 

12 

105 FT 

TOWER 

12-TOWER 

1500 GPM 

2wd 

13 

75 FT 

LADDER 

13-75 

1500GPM 

2wd 

16 

105 FT 

LADDER 

16-99 

2000 GPM 

4wd 

17 

100 FT 

TOWER 

17-TOWER 

1250 GPM 

2wd 


100 FT 

TOWER 

17-QUINT 

2000 GPM 

2wd 

18 

75 FT 

TOWER 

18-TOWER 

1500 GPM 

2wd 

19 

100 FT 

TOWER 

19-TOWER 

1500 GPM 

2wd 


100 FT 

TOWER 

19-99 

no pump 

2wd 

20 

100 FT 

Ladder/Tower 20-TOWER 

2000 GPM 

2wd 

22 

110 FT 

LADDER 

22-99 

1500 GPM 

2wd 

23 

100 FT 

TOWER 

23-TOWER 

1500 GPM 

2wd 

24 

95 FT 

TOWER 

24-TOWER 

1500 GPM 

2wd 

25 

75 FT 

LADDER 

25-1575 

1500GPM 

2wd 

26 

100 FT 

LADDER 

26-99 

2000 GPM 

2wd 

TANKERS 






DEPT. 1 

1-2001 


750 GALS 

2000 GPM 

2wd 


1-2002 


750 GALS 

2000 GPM 

2wd 

DEPT. 2 

2-TANKER 

1000 GALS 

2000 GPM 

2wd 

DEPT. 3 

3-TANKER 

1000 GALS 

1500 GPM 

2wd 


3-1501 


1000 GALS 

1500 GPM 

2wd 


3-1500 



1500 GPM 

2wd 

DEPT. 6 

6-TANKER 

1000 GALS 

1500 GPM 

2wd 


6-1750 


1000 GALS 

1750 GPM 

2wd 


6-1500 


1000 GALS 

1500 GPM 

2wd 


6-1501 


1000 GALS 

1500 GPM 

2wd 

DEPT. 7 

7-TANKER 

1000 GALS 

1500 GPM 

2wd 


7-2000 


1000 GALS 

2000 GPM 

2wd 

DEPT. 8 

8-EQ 


750 GALS 

1000 GPM 

2wd 


250 Gal 


300 Gal 


750 Gal 
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8-1500 

750 GALS 

1000 GPM 

2wd 


8-1501 

750 GALS 

1500 GPM 

2wd 


8-1750 (5 Gal Foam) 

750 GALS 

1750 GPM 

2wd 

DEPT. 9 

9-TANKER 

1000 GALS 

2000 GPM 

2wd 


9-1750 

1000 GALS 

2000 GPM 

2wd 


9-2000 

1000 GALS 

2000 GPM 

2wd 

DEPT. 10 

10-1501 

750 GALS 

1500 GPM 

2wd 


10-1500 

750 GALS 

1500 GPM 

2wd 


10-1250 

750 GALS 

1500 GPM 

2wd 

DEPT. 11 

11-2000 

1000 GALS 

2000 GPM 

2wd 


11-1750 

1000 GALS 

1750 GPM 

2wd 

DEPT. 12 

12-1750 

1000 GALS 

1750 GPM 

2wd 

DEPT. 13 

13-1000 

1000 GALS 



DEPT. 14 

14-1000 

750 GALS 

1000 GPM 

2wd 


14-1001 

750 GALS 

1000 GPM 

2wd 

DEPT. 17 

17-TANKER 

1000 GALS 

1500 GPM 

2wd 


17-1750 

1000 GALS 

1750 GPM 

2wd 


17-2000 

1000 GALS 

2000 GPM 

2wd 

DEPT. 18 

18-TANKER 

1000 GALS 

1000 GPM 

2wd 


18-1500 

1250 GALS 

1500 GPM 

2wd 


18-1501 

1000 GALS 

1500 GPM 

2wd 

DEPT. 19 

19-TANKER 

1000 GALS 

1250 GPM 

2wd 


19-1500 

1000 GALS 

1500 GPM 

2wd 

DEPT. 20 

20-TANKER 

1200 GALS 

2000 GPM 

2wd 


20-2000 

1250 GALS 

2000 GPM 

2wd 


20-2001 

1000 GALS 

2000 GPM 

2wd 

DEPT 22 

22-1500 

750 GALS 

1500 GPM 

2wd 


22-1501 

750 GALS 

1500 GPM 

2wd 


22-99 

500 GALS 

1500 GPM 

2wd 

DEPT. 23 

23-1500 

750 GALS 

1500 GPM 

2wd 


23-1501 

750 GALS 

1500 GPM 

2wd 


23-2000 

1000 GALS 

2000 GPM 

2wd 

DEPT. 24 

24-1500 

1000 GALS 

1500 GPM 

2wd 


24-1750 

1000 GALS 

1750 GPM 

2wd 


24-Tanker 

1000 GALS 

1750 GPM 

2wd 

DEPT. 25 

25-TANKER 

1000 GALS 

2000 GPM 

2wd 


OTHER VEHICLES/TRAILERS 


DEPT 1 

1-Patrol 

Crew Transport (12 Passenger) 


1-MP 

250 Gals 500 GPM with 4 Wheel Drive (Mini Pump) 


1-Rescue 

Heavy Rescue 

DEPT 2 

2-Rescue 

Extrication/Rescue 2 wd 


2-EQ 

Support/Equipment 4 wd 


2-Patrol 

Personnel Carrier (7 Passenger) 

DEPT 3 

3-EQ 

Equipment 


3-1501 

Heavy Rescue 2wd 


3-Patrol 

4wd (7 Passaneger) 

DEPT 4 

4-EM 

Heavy Rescue 


4-1,2,3 

Chiefs Vehicles (3) 

DEPT 5 

5-CFR 

Heavy Rescue 2wd 


5-MP 

4x4 Mini Pumper/Brush Truck 250 GALS 400 GF 
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5-1 

4 wd 

DEPT 6 

6-Rescue 

Heavy Rescue 


6-Patrol 

Crew Transport (7 Passenger) 4wd 


6-Patrol2 

Crew Transport (10 Passenger) 


6-EQ 

Misc Equipment 4wd F450 (6 Passenger) 


6-ATV 

250 Gals 4wd with winch 

DEPT 7 

7-EQ 

Light Rescue Misc. Equipment 4wd 


7-Rescue 

Heavy Rescue 2wd 


7-Patrol 

Manpower Unit (7 Passenger) 


7-MP 

Mini Pumper 

DEPT 8 

8-EQ 

Light Rescue 2 wd 


8-Patrol 

Bus (10 Passenger) 


8-Patrol2 

Van (7 Passenger) 

DEPT 9 

9-Rescue 

Heavy Rescue 2 wd (10 Passenger) 


9-Patrol 

Crew Transport (7 Passenger) 


9-ATV 

Brush Truck 4 wd 400 GALS 150 GPM 

DEPT 10 

10-Rescue 

Heavy Rescue 2 wd 


10-Patrol 

Crew Transport Van (10 Passenger) 


10-DSU 

Decon Trailer 

DEPT 11 

11-EQ 

Heavy Rescue 2 wd Light Unit 


11-Patrol 

Crew Transport (10 Passenger) 

DEPT 12 

12-EQ 

Heavy Rescue 2 wd 


12-TRV 

Light Rescue 2 wd 


12-ATV 

4wd Misc 


12- Patrol2 

Crew Transport (7 Passenger) 


12- EQ 

Crew Transport (10 Passenger) 

DEPT 13 

13-EM 
13-Rescue 



13-2 

F250 4wd 

DEPT 14 

14-1 car 

14-2 car 

Crew Transport (7 Passenger) 


14-Patrol 

Brush Truck 

DEPT 15 

15-Rescue 

Heavy Rescue 2wd 


15-SR 

Light Rescue 2 wd 


15-ATV 

Brush 100 GALS 50 GPM 4wd 


15-Patrol 

Crew Transport (10 Passenger) 

DEPT 16 

16-Patrol 

Van (15 Passenger) 


16-MP 

Mini-Pumper/Brush 

DEPT 17 

17-Rescue 

Heavy Rescue 2wd 


17-EQ 

Light Rescue 2wd 


17-Patrol 

Van (16 Passenger) 

DEPT 18 

18-EQ 

Heavy Rescue 2 wd 


18-Patrol 

Brush Truck 200 GALS 

DEPT 19 

19-DSU 

Decon Trailer 


19-EQ 

Heavy Rescue 


19-Patrol 

Crew Transport (7 Passenger) 


19-PTU 

Crew Transport (10 Passenger) 


19-Squad 

Brush 4wd 

DEPT 20 

20-Resuce 

Heavy Rescue 2wd 


20-Patrol 

Crew Transport (8 Passenger Van) 

DEPT 21 

21-EQ 

Light Rescue 2 wd 
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21-Rescue 

Heavy Rescue 2 wd 


21-ERV 

Crew Transport (10 Passenger Van) 

DEPT 22 

22-Rescue 

Heavy Rescue 


22-Patrol 

Crew Transport (5 Passenger) 4wd 


22-1,22-2.22-3 4wd 

DEPT 23 

23-Rescue 

Light Rescue 


23-EQ 

Crew Transport (7 Passenger) 


23-DSU 

Decon Trailer 

DEPT 24 

24-Rescue 

Heavy Rescue 2 wd 


24-EQ 

Crew Transport (7 Passengers) 4wd 


24-Patrol 

Crew Transport (10 Passengers) 

DEPT 25 

25-Patrol 

Crew Unit (10 Passengers) 


25-MP 

Mini-Pumper 4 wd 300 GALS 500 GPM 


25-ATV 

with Trailer 

DEPT 26 

26-Rescue 

Heavy Rescue 


26-Patrol 

Brush 250 GALS 500 GPM 4wd 
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BOATS 


DEPT. 3 14 FT Zodiac w/15 HP Motor IN QTRS 3-Marine 

DEPT. 4 23 FT w/250 GPM Pump w/10 Gals AFFF Foam 4-Marine 

16 FT Shore Boat on Trailer 


DEPT. 9 
DEPT. 10 

DEPT. 12 
DEPT. 13 


DEPT. 14 
DEPT. 15 
DEPT. 18 
DEPT. 19 

DEPT. 24 
DEPT. 26 


9-Marine 12 FT 

30 FT In Water from 3/1 TO 12/1 10-Marine 
350 GPM Pump 

14 FT Hard Bottom Pontoon w/40 HP Motor 12-MarineIN QTRS 
28 FT in Water during Summer 

Also has 500 GAL Pump with twin 225 HP motors 
21 FT ZODIAC w/Twin 70 HP motors and Trailer 
16 FT w/Motor 14-Marine 

12 FT w/Motor 

32 FT In Water w/Pump 1500 GPM 
14 FT Zodiac w/Trailer 
12 FT Row Boat w/trailer 
14 FT John Boat 24-Marine 

20 FT ZODIAC w/Motor on Trailer 
28 FT in Water during Summer 

Also has 500 GAL Pump with twin 225 HP motors 


IN QTRS 

IN QTRS 19-Marine 

IN QTRS 


FT MONTGOMERY 

12 

FT 


12 

FT 

GARRISON 

12 

FT 


21 

FT 

GREENBURGH PD 

14 

FT 

IRVINGTON FD* 

27 

FT 


12 

FT 

MAHWAH FD 

16 

FT 


12 

FT 

OLD TAPPAN FD 

10 

FT 

PARK RIDGE FD 

10 

FT 

RAMSEY RESCUE 

14 

FT 

RIVERVALE FD 

16 

FT 

SADDLE RIVER VALLEY 

12 

FT 

TARRYTOWN FD* 

28 

FT 

TUXEDO FD 

12 

FT 

VERPLANCK FD* 

25 

FT 


ALUMINUM JOHN BOAT 
RUBBER W/MOTOR 
Zodiac 

Cabin Cruiser 

ZODIAC-RIGID HULL W/25 HP OUTBOARD 
MAY - OCTOBER 
Zodiac 
w/Motor 

Zodiac 

Inflatable 


Zodiac w/Trailer 30 HP in quarters 
500 GPM ON BOARD 
(3 PERSON ROW) 

750 GPM Pump 


* WESTCHESTER COUNTY MARINE UNITS* 


CONTINENTAL VILLAGE 

YONKERS 

OSSINING 

PEEKSKILL 

MONTROSE 


SLEEPY HOLLOW 
CROTON 
VA MONTROSE 
BUCHANAN 

COUNTY PD - MARINE 3 


*Units on Hudson River within Mutual Aid to Rockland County 
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LIGHT TOWERS 


DEPT. 1 

1-RESCUE 

25 FT 

DEPT. 2 

2-RESCUE 

15 FT 

DEPT. 4 


25 FT 

DEPT. 5 

5-CFR 

25 FT 

DEPT. 6 

6-Rescue 

25 FT 


6-1250 

10 FT PORTABLE TRIPOD 


6-1501 

17 FT 

DEPT. 7 

7-Rescue 

20 FT 

DEPT. 8 

8-EQ 

25 FT 


8-1750 

25 FT 


8-1500 

25 FT 

DEPT. 9 

9-RESCUE 

30 FT 

DEPT. 10 

10-RESCUE 

20 FT 

DEPT. 11 

11-EQ 

50 FT (2) 

DEPT. 12 

12-EQ 

30 FT (2) 


12-1750 

25 FT 


12-1250,12-2000 

20 FT 

DEPT. 15 

15-RESCUE 

30 FT 

DEPT. 17 

17-RESCUE 

30 FT 

DEPT. 18 

18-1000 

20 FT 


18-1500 

20 FT 

DEPT. 19 

19-EQ 

30 FT 

DEPT. 20 

20-RESCUE 

30 FT 

DEPT. 21 

21-Rescue 

20 FT 


21-EQ 

20 FT 

DEPT. 22 

22-1500 

20 FT 


22-RESCUE 

20 FT 

DEPT. 23 

23-RESCUE 

25 FT 


23-1501 

10 FT (2) PORTABLE TRIPODS 
10 FT 


23-2000 

10 FT 

DEPT. 24 

24-Rescue 

25 FT 

DEPT. 25 

25-1750 

30 FT 

DEPT. 26 

26-PLT 

30 FT 

2.5 INCH HOSE 

DEPT 20 

500 FT 

20-Tanker 


500 FT 

20-2000 


500 FT 

20-2001 


200 FT 

20-Tower 

3 INCH HOSE 

DEPT 1 

500 FT 

1-MP 


200 FT 

1-100 

DEPT. 4 

2000 FT 

4-1501 

DEPT 5 

1500 FT 

5-MP, CFR, Quad 

DEPT. 6 

2700 FT 

6-1250 


1000 FT 

6-1750 


1000 FT 

6-1500 


600 FT 

6-75 


600 FT 

6-1500 
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600 FT 

6-TANKER 

DEPT 7 

600 FT 

7-MP 

DEPT 10 

6340 FT 


DEPT 12 

1200 FT 


DEPT 16 

4000 FT 

16-1250,16-1000 

DEPT 19 

1000 FT 


DEPT 20 

600 FT 

20-MP 

DEPT 25 

2250 FT 


DEPT 26 

800 FT 

26-TANKER 

4 INCH HOSE 

DEPT. 1 

2200 FT 

1-2001 


2200 FT 

1-2002 


800 FT 

1-100 

DEPT. 2 

4200 FT 

2-1500, 2-TANKER 

DEPT. 3 

700 FT 

3-1500 


1000 FT 

3-TANKER 


400 FT 

3-TOWER 


1000 FT 

3-1501 

DEPT 10 

6340 FT 


DEPT. 11 

2800 FT 


DEPT. 13 

1500 FT 

13-1000 


1500 FT 

13-1001 

DEPT. 14 

1600 FT 

14-1000 

DEPT 16 

75 FT 

16-99, 16-1250 

DEPT. 18 

1500 FT 

18-1501 


800 FT 

18-1000 


1500 FT 

18-1500 


1000 FT 

18-TOWER 


1000 FT 

18-TANKER 

DEPT. 21 

1000 FT 

21-1500 


1000 FT 

21-1501 


1000 FT 

21-1250 

DEPT. 22 

1500 FT 

22-1500 


1500 FT 

22-1501 


1000 FT 

22-99 

DEPT. 23 

6000 FT 


DEPT. 24 

4000 FT 


5 INCH HOSE 

DEPT. 4 

2500 FT 

4-1750,4-1500 

DEPT. 5 

1200 FT ea 

5-CFR, 5-Quad 

DEPT. 6 

1200 FT 

6-1500 


1500 FT 

6-1501 


1200 FT 

6-1750 


1200 FT 

6-Tanker 


250 FT 

6-Tower 


700 FT 

6-75 

DEPT. 7 

5800 FT 

Engines & Tower 

DEPT. 8 

500 FT 

8-Tower 


300 FT 

8-EQ 
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DEPT. 9 



FORESTRY HOSE 


DEPT. 1 

800 FT 

IN QTRS @ 1-100 

DEPT. 2 

600 FT 

2-Tanker 

DEPT. 5 

1000 FT 

5-MP. 5-100 

DEPT. 6 

400FT 

6-Tanker 


400 FT 

6-1500 


200 FT 

6-1750 


800 FT 

6-ATV 

DEPT. 7 

800 FT 

7-MP 

DEPT. 8 

400 FT 

8-EQ, 8-1750 (200 ea) 

DEPT. 9 

400 FT 

9-ATV 

DEPT. 10 

1100 FT 


DEPT. 11 

3500 FT 


DEPT. 12 

2000 FT 

12-100 

DEPT. 13 

2000 FT 

13-1000 

DEPT. 14 

1500 FT 

14-1001 


500 FT 

14-Patrol 

DEPT. 15 

1000 FT 

15-MP 

DEPT. 16 

1200 FT 

16-MP, 16-1250 

DEPT. 17 

1250 FT 


DEPT. 18 

800 FT 

18-PATROF 


1000 FT 

18-TANKER 

DEPT. 19 

1500 FT 


DEPT. 20 

800 FT 

20-MP 
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DEPT. 22 
DEPT. 25 
DEPT. 26 


500 FT 20-TANKER 

200 FT 22-100, 22-1500, 22-1501, 22-99 each 

500 FT 25-MP 

1000 FT 26-Patrol 


HYDRAULIC TOOLS 

DEPT 1 
DEPT 2 
DEPT 4 
DEPT 5 
DEPT 6 
DEPT 7 
DEPT 8 


DEPT 9 
DEPT 10 
DEPT 11 
DEPT 12 
DEPT 14 
DEPT 15 
DEPT 16 
DEPT 17 
DEPT 18 
DEPT 19 
DEPT 20 


DEPT 21 
DEPT 22 

DEPT 23 
DEPT 24 
DEPT 25 


4 1-Resuce (3), 1-2001 

12 2-EQ, 2-Rescue 

3 4-EM 

3 5-CFR, 5-Quad 

3 6-Rescue, 6-1250, 6-1500 

2 7-Rescue, 7-2001 

8 reels 8-EQ (4), 8-1750 (2), 8-1500 (2) 

4 Port Hurst Motor Gas 8-EQ, 8-1500, 8-1501, 8-1750 

1 Port Hurst Motor Air 8-EQ 

3 
8 

10 

7 12-EQ, 12-1501, 12-2000 

1 14-1001 

6 15-Rescue (4), 15-1750 (2) 

7 16-1000, 16-MP 

3 17-Quint, 17-Rescue, 17-EQ 

3 18-EQ,1000,1500 Res-Q-Jack 18-EQ, Rams 18-EQ,1500 

9 19-99 (4), 19-EQ (5) 

2 Jaws, 2 Cutters, 3 Rams 20-Rescue 

1 Jaw, 1 Cutter, 2 Rams, 1 Combo 20-2001 

1 Jaw, 1 Cutter 20-Tanker 

5 21-Rescue 

2 2 Jaws/1 Cutter/1 Short RAM/1 Long RAM 
on 22-1500 & 22-Rescue 

3 23-2000, 23-Rescue, 23-EQ 

4 

5 1-Spreader, 3 Combo Tools, 1-Ram, 2-Cutters 


AIRBAGS 


DEPT 1 

6 

1-Rescue 


DEPT 2 

8 

High Pressure 16-59 Tons 


DEPT 3 

3 

High Pressure 26 Ton (2), 20 Ton, 3-1501 


3 

Low Pressure 9 Ton (2), 1 Ton 3-1501 

DEPT 4 

1 set 

High Pressure 50 Tons 


DEPT 5 

1 

Low Pressure 24 Tons 

5-CFR 

DEPT 6 

7 

High Pressure 9, 13, 21, 26, 34, 43, 74 Tons 

DEPT 7 

7 

High Pressure 

7-Rescue 


3 

Low Pressure 


DEPT 8 

6 

High Pressure 

8-EQ (4), 8-1750 (2) 

DEPT 9 

2 

High Pressure 34 Tons 


DEPT 10 

6 

Low Pressure 


DEPT 11 

10 

High Pressure 1.2,2.8,4.8,10.8,15,15,20.5,34 Tons 


1 

Low Pressure 


DEPT 12 

6 

High Pressure 
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2 

Low Pressure 

DEPT 15 

5 

High Pressure 

DEPT 16 

4 

High Pressure 

DEPT 17 

3 

High Pressure 


8 

Low Pressure 

DEPT 19 

6 

High Pressure 

DEPT 20 

6 

High Pressure 


3 

High Pressure 

DEPT 21 

3 

High Pressure 

DEPT 22 

7 

High Pressure 

DEPT 23 

6 

High Pressure 

DEPT 24 

6 

High Pressure 

DEPT 25 

3 

Low Pressure 

DEPT 26 

8 

Low Pressure 


34, 32, 20,20, 12 Tons 15-Rescue 

50 Tons 16-1000,16-1250 

10.6, 19.5, 26 Tons 17-Rescue 

145 Ton (2), 25 Ton (2), 64 Ton(4) 17-EQ 

1.2, 3.8, 4.3, 10.8, 20.3,29.9, 30 Tons 

9, 2, 13.4, 26, 34, 42.8, 70.2 Tons 20-Rescue 

3, 9.2, 26 Tons 20-2001 

12, 30, 70 Tons 21-Rescue 

10 (2), 20 (2), 30 (2) Tons, 2-Reg, 2-Ctrl 
1,3,17(2), 28(2) tons, 1 Reg, 1 Ctrl Unit 23-Rescue 
25 Tons 

13, 19, 21 Ton 25-1750 

2, 4, 12.5(2), 15, 20, 29, 41 Tons 


SAWS 

DEPT 1 7 

3 

DEPT 2 2 

6 

DEPT 3 5 

5 

DEPT 4 4 

5 

DEPT 5 2 ea 

1 

DEPT 6 3 

1 

2 

5 

3 

DEPT 7 3 

5 

DEPT 8 2 

9 

DEPT 9 6 

DEPT 10 6 

7 

DEPTH 7 

3 

DEPT 12 8 

6 

DEPT 13 6 

DEPT 14 2 

1 

DEPT 15 4 

4 

DEPT 16 4 

2 

DEPT 17 2 

3 


Chain 1-2002, 1-Rescue (2), 1-100 (4) 

Circular 1-2001, 1-2002, 1-Rescue 

Chain 2-Rescue, 2-1500 

Circular 2-Rescue, 2-Tanker, 2-1500 

Chain 3-1501, 3-EQ, 3-Tower, 3-1500 

K-12 Circular 3-1501, 3-1500, 3-Tanker, 3-Tower 

Circular 4-99, 4-EM 

Chain 4-99, 4-EM 

Chain 5-MP, 5-CFR, 5-Quad 

Circular 5-CFR 

Chain on 6-Tower, 6-Rescue, 6-ATV 

4” circular saw 6-Rescue 

Saw Zalls cordless 6-1250, 6-Rescue 

Echo Quick Vewt 6-1750, 6-75, 6-1500, 6-Rescue, 6-Tanker 

Partner Saws K-950 6-1250, 6-Tower (2) 

Chain 

Circular 

Chain 8-EQ, 8-Tower 

Circular 8-Tower, 8-1501, 8-EQ, 8-1500, 8-1750 (2) 

Chain 

Chain 

Circular 

Chain 11-Tower, 1-EQ 

Circular 

Chain 

Circular 

13-75 

Chain 14-Patrol 
Circular 14-1000 
Chain 
Circular 
Chain 

Circular (Metal) 16-99 
Chain 17-Rescue 
Circular 17-Rescue 
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DEPT 18 

4 


Cutters Edge 18-1500, 18-1501, 18-Tower, 18-EQ 


2 


K-12 18-Tower, 18-EQ 


1 


Chain 18-Patrol 


1 


Ice 18-Rescue 


2 


Saw Zalls cordless 18V 18-EQ 

DEPT 19 

4 


Chain 


7 


K-12 

DEPT 20 

5 


K-12 on 20-Tower, 20-Rescue, 20-Tanker, 20-2000, 20-2001 


5 


Circular 20-Tanker, 20-2001, 20-2000, 20-Rescue, 20-Twr 


7 


Stihl 20-2001, 20-MP, 20-Twr, 20-Rescue, 20-Tanker, 20-EQ(2) 


1 


Electric Chain on 20-Tower 


1 


Tempest Vent Saw 20" 20-Rescue, 20-Tower 

DEPT 21 

3 


Chain 21-EQ 21-Rescue, 15-1501 


2 


Circular 21-EQ 21-Rescue 

DEPT 22 

4 


Chain 22-99, 22-1500, 22-1501, 22-Rescue 


8 


Partner 22-1500 (2), 22-1501 (2), 22-Rescue (2), 22-99 (2) 


1 


Large Chain 22-100 


2 


Cutters Edge 22-99, 22-1501 

DEPT 23 

7 


Chain 


7 


Circular 

DEPT 24 

2 


Chain 


1 


Circular 

DEPT 25 

2 


Chain on 25-1750, 25-MP 


3 


Circular 

DEPT 26 

4 


Chain 


3 


Circular 

RC-OFES 

20 


18” Chain 


1 


18” Concrete Hydraulic 

GENERATORS 




DEPT. 1 

Mounted 

2 

6-10 kw on 1-2001, 1-2002 



1 

35 kw on 1-Rescue 


Portable 

1 

3.5 kw on 1-Rescue 



4 

Less than 3 kw at 1-100 

DEPT. 2 

Mounted 

1 

20 kw on 2-Rescue 



2 

10 kw on 2-Tanker, 2-1500 


Portable 

1 

2.5 kw on 2-Tanker, 2-1500 



1 

2.4 kw on 2-EQ 



1 

3-5 kw 2-1500 



1 

6-10 kw 2-EQ 

DEPT. 3 

Mounted 

1 

7.5kw on 3-1500, 3-TOWER, 3-1501 



1 

10 kw on 3-Tanker, 3-EQ 


Portable 

5 

Less than 3 kw on 3-1501, 3-Tanker, 3-EQ, 3-Tower 

DEPT. 4 

Mounted 

1 

25 kw on 4-EM 



1 

8 kw on 4-1750 



1 

2.5 kw on 4-99 



1 

6.5 kw on 4-99 


Portable 

5 

1 kw on 4-EM, 4-99,4-1750, 4-1500, 4-1501 



1 

(6-10) kw 4-EM 

DEPT. 5 

Mounted 

1 

20 kw on 5-CFR 


Portable 

4 

3-5 kw on 5-Quad, 5-CFR 
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DEPT. 6 

Mounted 

3 

6.5 kw on 6-1501,75, 1500 



5 

10 kw on 6-1750,6-Tanker, 6-1250, 6-Tower, 6-Rescue 


Portable 

7 

650 w at 6-75,1750,1500,1501,1250,EQ, TANKER 

DEPT. 7 

Mounted 

3 

6-10 kw on 7-Tanker, 7-Tower, 7-EQ 



2 

11-15 kw on 7-2000, 7-2001 



1 

15+ kw on 7-Rescue 


Portable 

8 

Less 3 kw on every vehicle 



1 

3 to 5 kw on 7-Rescue 

DEPT. 8 

Mounted 

2 

6-10 kw on 8-Tower, 8-1501 



3 

11-15 kw 3-EQ, 3-1500, 3-1750 


Portable 

8 

less than 3 kw on 8-EQ (3), 8-1500 (2), 8-1750(2), Tower 

DEPT. 9 

Mounted 

5 

10 kw on 9-2000, 9-1750, 9-Tower, 9-Tanker 


Portable 

6 

Less than 3 kw 

DEPT. 10 

Mounted 

1 

15 kw on 10-Rescue 



3 

7.5 kw on 10-99, 98 



1 

10 kw on 10-1500 

DEPT. 11 

Mounted 

3 

6-10 kw on 11-1750, 11-2000, 11-Tower 



1 

11-15 kw on 11-EQ 



1 

15+ kw on 11-EQ 


Portable 

2 

less than 3 kw 



1 

3-5 kw 

DEPT. 12 

Mounted 

4 

6-10 kw on 12-1250, 12-1750, 12-Tower, 12-2000 



1 

15+ kw on 12-EQ 


Portable 

2 

3-5 kw on 12-EQ, 12-TRV 

DEPT. 13 

Mounted 

1 

2.5 kw on 13-1000, 13-1001 



1 

5 kw on 13-75 


Portable 

1 

13-100 

DEPT. 14 

Mounted 

2 

11-15 kw on 14-1000, 14-1001 


Portable 

1 

15+ kw on 14-100 



1 

11-15 kw 14-Patrol 

DEPT. 15 

Mounted 

2 

11-15 kw 



1 

15 kw 


Portable 

6 

less than 3 kw 



1 

3-5 kw 

DEPT. 16 

Mounted 

3 

6-10 kw on 16-99, 16-1250, 16-MP 



1 

11-15 kw 16-1000 


Portable 

2 

less than 3 kw 16-1000, 16-99 



3 

3-5 kw 16-100, 16-MP 



1 

6-10 kw 16-100 


Trailer 

1 

60 kw diesel at 16-100 

DEPT. 17 

Mounted 

1 

less than 3 kw on 17-1750 



2 

3-5 kw on 17-EQ, 17-Tanker 



3 

6-10 kw onl7-2000, 17-Quint, 17-Tower 



1 

15+ kw on 17-Rescue 

DEPT. 18 

Mounted 

1 

8 kw on 18-TOWER, 18-1000 



1 

12 kw on 18-EQ 



1 

15+kw 18-1500 


Portable 

1 

60 w on 18-EQ, Rescue, 18-Tower (all with lights) 



1 

3.5 kw on 18-Rescue, 18-1500, Tanker, 1501 

DEPT. 19 

Mounted 

1 

11-15 kw on 19-EQ 


Portable 

1 

3-5 kw 
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DEPT. 20 Mounted 


Portable 

DEPT. 21 Mounted 

Portable 
DEPT. 22 Mounted 

Portable 
DEPT. 23 Mounted 

Portable 

DEPT. 24 Mounted 

Portable 

DEPT 25 Mounted 

Portable 

DEPT. 26 Mounted 

Portable 

RC-OFES Portable 


PORTABLE FOLD-A-TANKS 

DEPT. 6 
DEPT 15 
DEPT. 18 


3 Less than 3 kw 

1 35 kw on 20-Rescue 

1 3.5 kw on 20-EQ 

1 8 kw on 20-2000, 20-TOWER 

2 15 kw on 20-2001, 20-TANKER 

1 3 kw on 20-MP 

1 2 kw 20-Rescue 

1 3 kw 20-Rescue 

1 6.5 kw at 20-100 

3 2 kw 20-EQ(2), 20-Rescue 

1 3 kw 20-Rescue 

5 1.0 kw on 20-Rescue, Tower, Tanker, 2000, 2001, spare 

2 11-15 kw on 21-Rescue, 21-EQ 

2 3.5 kw on 21-1500, 21-EQ 

4 5-10 kw on 22-1500, 22-1501, 22-99, 22-Rescue 

1 11-15 kw on 22-EQ 

4 5 kw 22-Rescue, 22-99, 22-1500, 22-1501 

1 5.0 kw on 23-1501 

2 6-10 kw on 23-2000, 23-Tower 

1 12 kw on 23-Rescue 

1 6.5 kw on 23-Tower 

2 3-5 kw on 23-Rescue, 23-EQ 

5 less than 3.5 kw on 23-EQ, 23-Rescue, 23-1501 

4 6-10 kw 

3 6-10 kw 24-Tanker, 24-Tower 

4 less than 3 kw 

1 3-5 kw 

3 6-10 kw 

4 Less than 3 kw 

1 3-5 kw 

1 5 kw on 26-1501 

4 6-10 kw on 26-99, 26-Rescue, 26-Tanker, 26-1500 

4 Less than3 kw 

2 3-5 kw 

1 20 kw 

1 25 kw 

20 5.0 kw 

2 6.5 kw 


1500 GALS 6-102 

1500 GALS 15-100 

1500 GALS 18-Tanker 
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PORTABLE PUMPS & PUMPOUT PROCEDURE 


DEPT. 1 

3 

275 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 


4 

100 GPM Electric 

DEPT. 2 



SOUND OFFICERS CALL/WILL CHECK OUT 


6 

200- 500 GPM SUBMERSIBLE PUMPS 




on 2-1500, 2-Rescue, 2-EQ 

DEPT. 3 

4 

50 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 


2 

275 GPM 



1 

150 GPM 


DEPT. 4 

5 

30 GPM 

CONTACT OFFICER 


1 

Trailer mounted 4-EM 

DEPT. 5 

3 

300 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 

DEPT. 6 

6 


SOUND OFFICERS CALL/WILL CHECK OUT 


1 

500 GPM 6-EQ 

DEPT. 7 

1 

250 GPM@ 100 SOUND OFFICERS CALL/WILL CHECK OUT 


3 

10 GPM on 7-Rescue, 7-EQ 

DEPT. 8 

4 

50 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 


3 

50 - 250 GPM Portable 

DEPT. 9 

1 

5-50 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 

DEPT. 10 

9 

Gas 

SOUND OFFICERS CALL/WILL CHECK OUT 


5 

Electric 


DEPT. 11 

2 

150 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 


1 

300 GPM 


DEPT. 12 

6 

100 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 


1 

300 GPM 


DEPT. 13 

2 

250 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 


2 

110 GPM 

Proser 


3 

150 GPM 

Gas Pumps 

DEPT. 14 

3 

150 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 



2 Gas, 1 Electric 

DEPT. 15 

9 

160 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 

DEPT. 16 

5 

250 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 


2 

mounted @ 16-100 

DEPT. 17 



NO PUMPOUTS 

DEPT. 18 

4 

250 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 


10 


ELECTRIC/SUBMERSIBLE 

DEPT. 19 

8 

250 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 

DEPT. 20 

3 


SOUND OFFICERS CALL/WILL CHECK OUT 



Electric 20-Rescue 


9 

5-1 1/2" Electric, 3-1 1/2” Gas, 1-2 1/2 Gas on 20-EQ 

DEPT. 21 

1 

250 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 

DEPT. 22 

4 

10 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 


2 

Trash Pumps 


DEPT. 23 

10 


SOUND OFFICERS CALL/WILL CHECK OUT 


4 

250 GPM Gas 


DEPT. 24 

7 

125 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 

DEPT. 25 

1 

250 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 

DEPT. 26 

4 

150 GPM 

SOUND OFFICERS CALL/WILL CHECK OUT 


2 

180 GPM 



1 

433 GPM 


RC-OFES 

20 

250 GPM 

PORTABLES 
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FOAM & DRY CHEMICAL POWDER 


DEPT 1 

30 Gals National Gold Foam 

1-2001 1-2002 


125 Gals National Gold Foam 

1-100 


5 Gals BioSolve 

1-2001, 1-2002 


15 Gals BioSolve 

1-100 

DEPT 2 

120 Gals National Gold Foam 

2-Tanker, 2-1500, 2-EQ (40ea) 


25 Gals BioSolve 

2-EQ 


6-16 Lb Dry Chemical Ext 

all trucks 

DEPT 3 

190 Gals National Gold Foam 

3-Tanker, 3-1501 


120 Gals National Gold Foam 

3-100 

DEPT 4 

30 Gals AFFF Class “A” Tank System 4-EM 


120 Gals Class “B” 

Kept in storage 

DEPT 5 

5 Gals BioSolve 

5-100 

DEPT 6 

90 Gals AFFF 

60 Gals BioSolve 



30 Gals BioSolve (in tank) 

6-1250 

DEPT 7 

15 Gals Class A Foam 

7-2000 


50 Gals Class A Foam 

7-100 


65 Gals National Gold Foam 

7-EQ 


30 Gals National Gold Foam 

7-2001 


10 Gals National Gold Foam 

7-100 

DEPT. 8 

40 Gals Class A Foam 

8-1750 


40 Gals Class A Foam 

8-100 


50 Gals AFFF 

8-EQ, 8-1750 

DEPT. 9 

3-35 Gals National Gold Foam 



15 Gals Class A Foam 

5-2.5 Gal Dry Chemical 

8-1 Gal BioSolve 

9-ATV 

DEPT. 10 

200 Gals Class A Foam 

5 Gals Biosolve 8 ext 

All Pumpers 

DEPT. 11 

50 Gals Class A Foam 

11-1750 


40 Gals Class B Foam 

11-100 

DEPT. 12 

25 Gals Class A Foam 

12-2000 


180 Gals National Gold Foam 

12-1750, 12-1250, 12-2000 

DEPT. 13 

50 Gals AFFF 

13-1000, 13-1001 

DEPT. 14 

20 Gals AFFF 

14-1000 

DEPT. 15 

40 Gals AFFF 

15 Gals BioSolve 


DEPT. 16 

40 Gals AFFF 

16-1000 


40 Gals Class B Foam 

16-1250 

DEPT. 17 

40 Gals AFFF 

17-2000 


25 Gals AFFF 

17-Quint 

DEPT. 18 

10 Gals AFFF On 18-1000, 18-1500, 18-EQ, Tanker 


60 Gals AFFF 

18-1501 


Biosolve 

18-EQ, 18-1500 

DEPT. 20 

185 Gals AFFF 20-100 (100) 20-2000(35), 20-Tanker (25), 20-2001 (25) 


2-25 Gals Class A Foam 

20-2001, 20-Tanker, 20-100 (100) 


6-20 Lb Ext Dry Chem 20-Tanker, 2001, 2000, Tower,MP,Rescue 


4-2 Vi Gal Ext BioSolve 20-Tanker, 2001, Rescue (2) 

DEPT. 21 

30 Gals AFFF 3 ea 21 

-1500,21-1250,21-1500 

DEPT. 22 

125 Gals AFFF 22-1501(45),22-1500(15), 22-99(15),22-100(50) 


96 



20 Gals BioSolve 22-100(15),22-1500(2 1 / 2 ),22-1501( 2 Vi) 

3-20 Lb Dry Chemical 22-1500,22-1501, 22-99 


DEPT. 23 

35 Gals AFFF 

23-1501,23-2000,23-1501 


10 Gals BioSolve 

23-EQ 

DEPT. 24 

40 Gals AFFF 

15 Gals BioSolve 


DEPT. 25 

25 Gals Class B Foam 

25-1750 


30 Gals AFFF 

25-1750 

DEPT. 26 

30 Gals Class A Foam 

26-Tanker 


45 Gals AFFF 

26-1500, 26-Tanker, 26-1501 


5 Gals BioSolve 

26-Rescue 

RC-OFES 

750 Gals 3% & 6% Foam on 44-CFU (Haz Mat Team) 

MET ALEX POWDER 


DEPT. 1 

2-5 GALS CAN 

20 LB. EXT on 1-MP, 1-100 

DEPT. 2 

5 GALS CAN 

on 2-Rescue 

DEPT. 3 


3 - 25 LB EXT on 3-Tanker, 3-1500, 3-1501 

DEPT. 4 


3 - 20 LB EXTS 

DEPT. 5 


2 - 10 LB EXT on 5-CFR, 5-Quad 

DEPT. 6 


2 - 40 LB EXT on 6-Rescue, 6-1250 

3 - 30 LB EXT on 6-Tanker, 6-1750, 6-1500 

DEPT. 7 


4 - 20 LB EXTS on 7-2001,7-2000, 7-MP, 7- 
Rescue 

DEPT. 8 


1 - 20 LB EXT 

DEPT. 9 

5-7.5 GALS CAN 


DEPT. 10 


5 - 20 LB EXTS 

DEPT. 11 


1-20 LB EXT on 11-1750 

DEPT. 12 


4 - 30 LB EXT 

DEPT. 15 


3 - 25 LB EXT 

DEPT. 16 


2 - 30 LB EXT on 16-1000, 16-1250 

DEPT. 18 


1 - 30 LB EXT 

DEPT. 20 

Sodium Chloride 4 - 

20 LB EXTS 20-Tanker, 20-2001, 20-Rescue (2) 

DEPT. 21 


2 - 20 LB EXTS 21-Rescue, 21-EQ 

DEPT. 22 


6 - 20 LB EXTS 

DEPT. 23 

10 GALS CAN 

3 - 20 LB EXT 

DEPT. 25 


2 - 30 LB EXT on 25-1750, 25-Tanker 

RC-OFES HAZ MAT 

3 - 20 LB EXT 


97 



PACKS & TANKS 
DEPT. 1 


DEPT. 2 
DEPT. 3 
DEPT. 4 
DEPT. 5 
DEPT. 6 


DEPT. 7 

DEPT. 8 
DEPT. 9 

DEPT. 10 

DEPT. 11 

DEPT. 12 

DEPT. 13 


1-Rescue 26 Cylinders 30 MIN SCOTT 4.5 
1-Rescue 2 Cylinders 45 MIN SCOTT 4.5 
1-2001 16 Cylinders 45 MIN SCOTT 4.5 

1-2001 1 Cylinders 60 MIN SCOTT 4.5 

1-2002 16 Cylinders 30 MIN SCOTT 4.5 

1-Patrol 4 Cylinders 30 MIN SCOTT 4.5 
1-MP 4 Cylinders 30 MIN SCOTT 4.5 

1-100 14 Cylinders 30 MIN SCOTT 4.5 

1-100 21 Cylinders 45 MIN SCOTT 4.5 

1-100 1 Cylinders 60 MIN SCOTT 4.5 

TOTAL 50 Cylinders 30 MIN SCOTT 4.5 
11 Cylinders 45 MIN SCOTT 4.5 

TOTAL 37 PACKS 95 EXTRA TANKS 30 MIN SCOTT 4.5 
2 PACKS 60 MIN SCOTT 4.5 on 3-1501 
TOTAL 81 Cylinders 30 MIN SCOTT 4.5 
4 Cylinders 45 MIN SCOTT 4.5 
36 Cylinders 30 MIN SCOTT 4.5 5-CFR, 5-Quad 
1 Cylinder 60 MIN SCOTT 4.5 5-CFR 
60 PACKS 83 Cylinders 30 MIN SCOTT 4.5 
6-Rescue 6 PACKS 12 EXTRA TANKS 30 MIN SCOTT 4.5 


6-75 

6 

tt 

8 

ft 

M 

6-1500 

5 

M 

5 

tf 

ft 

6-1501 

5 

M 

5 

ft 

it 

6-1250 

5 

tt 

5 

ft 

tf 

6-1750 

6 

M 

12 

ft 

ft 

6-Tanker 

6 

tt 

10 

ft 

tt 

6-Patrol 

4 

M 

it M 

ft 

ft 

6-Patrol2 

4 

tt 

i» ft 

ft 

tt 

6-Tower 

5 

M 

6 

ft 

tt 

6-EQ 

2 

M 

it ti 

ft 

tt 

Spare 

7-Rescue 

6 " 20 

97 Cylinders 45 MIN SCOTT 4.5 

18 Cylinders 45 MIN SCOTT 4.5 

ft 

tt 

7-Rescue 

2 Cylinders 

60 MIN SCOTT 4.5 RIT Bags 



13-75 

13-1000 

13-1001 


70 Cylinders 30 MIN SCOTT 4.5 
60 Cylinders 30 MIN SCOTT 4.5 
10 Cylinders 60 MIN SCOTT 4.5 
145 Cylinders 30 MIN SCOTT 4.5 
10 Cylinders 45 MIN SCOTT 4.5 
10 Cylinders 60 MIN SCOTT 4.5 
2 Cylinders 60 MIN RIT Bags 
92 Cylinders 45 MIN 
2 Cylinders 60 MIN 
30 Cylinders 30 MIN SCOTT 4.5 
60 Cylinders 45 MIN " 

12 Cylinders 60 MIN " 

10 PACKS 10 EXTRA TANKS 30 MIN SCOTT 4.5 

10 " 10 . 

10 " 10 . 

38 Cylinders 30 MIN SCOTT 4.5 

98 


DEPT. 14 













DEPT. 15 
DEPT. 16 

DEPT. 17 


DEPT. 18 
DEPT. 19 

DEPT. 20 


DEPT. 21 
DEPT. 22 


DEPT. 23 

DEPT. 24 
DEPT. 25 
DEPT. 26 
RC-OFES 


40 Cylinders 30 MIN SCOTT 4.5 
50 Cylinders 30 MIN SCOTT 4.5 
1 Cylinders 60 MIN SCOTT 4.5 16-99 
50 Packs 30 MIN SCOTT 4.5 
81 Spare Cylinders 30 MIN SCOTT 4.5 
8 Packs 45 MIN SCOTT 4.5 
12 Spare Cylinders 45 MIN SCOTT 4.5 
17-TANKER 8 PACKS 8 EXTRA TANKS 30 MIN SCOTT 4.5 
17-1750 7 PACKS 13 EXTRA TANKS 30 MIN SCOTT 4.5 


17-2000 

8 

12 

ft 

ft 

17-1000 

4 

6 

ft 

ft 

17-TOWER 

5 

6 

ft 

ft 

17-MSU 

M 

12 

ft 

ft 

17-EQ 

4 

8 

ft 

ft 

17-QUINT 

8 

12 

tf 

ft 

17-RESCUE 

8 

12 " " 45 MIN 

ft 


35 PACKS 

150 EXTRA TANKS 30 MIN SCOTT 4.5 


150 Cylinders 30 MIN SCOTT 4.5 
50 Cylinders 45 MIN SCOTT 4.5 



20-RESCUE 

9 PACKS 

14 EXTRA TANKS 30 MIN SCOTT 4.5 

20-TANKER 

6 

6 

ft 

ft 

20-2001 

6 

6 

ft 

ft 

20-2000 

6 

6 

ft 

ft 

20-TOWER 

5 

6 

ft 

ft 

20-MP 

2 

0 

ft 

tf 

20-RESCUE 

0 

6 

60 MIN 

ft 

20-Rescue, 20-Tanker, 20-2001, 20-2000 RIT Packs 60 MIN Cylinders 

TOTAL 

48 PACKS 

52 EXTRA TANKS 30 MIN SCOTT 4.5 


26 PACKS 30 MIN SCOTT 4.5 




40 Spare Cylinders 30 MIN SCOTT 4.5 


22 EQ 

6 PACKS 

0 EXTRA TANKS 45 MIN SCOTT 4.5 

22-1500 

7 

0 

30 MIN 

ft 

22-1501 

8 

QM If ft 

ft 


22-99 

6 

0 

ft 

ft 

22-Rescue 

7 

64 

45 MIN 

6 

22-Rescue 


25 

30 MIN 

6 , 


22-Patrol/Chiefs 4 PACKS 30 MIN SCOTT 4.5 

22- EQ 1 RIT PACK 30 MIN SCOTT 4.5 
22-99 1 RIT PACK 30 MIN SCOTT 4.5 

83 Cylinders 30 MIN SCOTT 4.5 
6 Cylinders 45 MIN SCOTT 4.5 
80 Cylinders 30 MIN SCOTT 4.5 
60 Cylinders 30 MIN SCOTT 4.5 
72 Cylinders 30 MIN SCOTT 4.5 

Haz Mat Team 11 PACKS 0 EXTRA TANKS 60 MIN SCOTT 4.5 

5 " 45 MIN 
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METERS 


DEPT 1 

3 

Multigas 

1-2001, 1-2002, 1-Rescue 

DEPT 2 

6 

Multigas 

2-Tanker, 2-Resuce, 2-1500 


2 

Flamm Gas Meter 

2-Tanker 

DEPT 3 

1 

Multigas 

3-1501 


10 

CO Meter 

All trucks 


3 

Flamm Gas Meter 


DEPT 5 

1 

Multigas 

5-Quad 

DEPT 6 

4 

Multigas 

6-1750, 6-1500, 6-Tanker, 6-Rescue 


3 

Radiation Meter 

6-1750, 6-1500, 6-Tanker 

DEPT 7 

5 

Multigas 

7-Tanker, 7-2000, 7-2001, 7-Rescue, 7-1 thru 7-5 

DEPT 8 

3 

Multigas 

8-EQ, 8-1500, 8-1750 


1 

CO Meter 

8-EQ, 8-1750 

DEPT 9 

5 

Multigas 



6 

CO Meter 


DEPT 10 

6 

Multigas 



3 

CO Meter 

Chiefs Cars 

DEPT 11 

3 

Multigas 

11-Patrol, 11-EQ, 11-1750 


4 

CO Meter 

Officer Packs 


3 

Chem/Bio 

Chiefs Packs 

DEPT 12 

7 

Multigas 



7 

CO Meter 



2 

Flamm Gas Meter 


DEPT 14 

1 

Multigas 

14-1000 

DEPT 15 

2 

Multigas 


DEPT 16 

1 

Multigas 

16-1250 


5 

CO Meter 

All Officers 


1 

Dual Gas CO/CH44 

16-99 

DEPT 17 

6 

Multigas 17-Quint, 17-Rescue, 17-T anker, 17-1750,17-2000,17-Tower 


3 

CO Meter 

17-1500, 17-99, 17-Rescue, Chiefs 


2 

Flamable Gas 

17-1500, 17-1501 


1 

Radiation 

17-1501 


1 

Chlorine 

17-1501 

DEPT 18 

5 

Multigas 



8 

CO Meter 



r 

Radiation Meter 

18-EQ 

DEPT 19 

8 

Multigas 



8 

CO Meter 



8 

Flamm Gas Meter 


DEPT 20 

11 

Four Gas 

20-Tanker, 20-Rescue, 20-2001, 20-2000, Chiefs 


1 

Multiray 

20-Rescue 


5 

Gas Multiray 

20-Rescue 


7 

HCN 

20-Tanker, 20-Resue, 20-2000, 20-2001, Chiefs 

DEPT 21 

3 

Multigas 

21-1501, 21-EQ, 21-1 


8 

CO Meter 

21-1501, 21-EQ, 21-1500 


3 

Flamm Gas Meter 

21-1501,21-1500 


3 

02 Meter 

21-1, 21-1501,21-EQ 

DEPT 22 

4 

Multigas 

22-1500,22-1501,22-99,22-Rescue 


1 

CO Meter 



2 

Flamm Gas 



1 

Radiation Meter 



100 



DEPT 23 

3 

Multigas 23-Rescue, 23-Tower, 23-2000 


11 

CO Meter 


DEPT 24 

2 

Multigas 



7 

CO Meter 



7 

Radiation 



2 

Flamm Gas 


DEPT 25 

2 

Multigas 



2 

CO Meter 


DEPT 26 

3 

Multigas 26-Rescue, 26-Tanker, 26-1501 


15 

CO Meter 


SMOKE EJECTORS FANS 


DEPT 1 

3 

Electric 3200 CFM/16” 

1-2002, 1-Rescue, 1-100 

DEPT 2 

1 

Hydraulic 120,000 CFM/36” 

2-EQ 


1 

Electric 5000 CFM/14” 

2-EQ 


1 

Gas 7000 CFM/18” 

2-1500 


1 

Gas 7000 CFM/21” 

2-Tanker 

DEPT 3 

3 

Electric 3200CFM 

3-1500, 3-1501, 3-Tanker 

DEPT 4 

1 

Gas 

4-99 


3 

Electric 

4-99 


2 

Electric 

4-EM 

DEPT 5 

2 

Electric 2750 CFM 

5-Quad, 5-CFR 


1 

Gas 3000 CFM 

5-CFR 

DEPT 6 

4 

Electric 



4 

Gas 


DEPT 7 

2 

Gas 14,000 CFM/18” 

7-Tanker, 7-2000 


1 

Gas 15,500 CFM/18” 

7-Rescue 


2 

Electric 3200 CFM/16” 

7-Rescue, 7-Tanker 

DEPT 8 

1 

Gas 

8-Tower 


1 

Electric 

8-EQ 


1 

Gas 

8-1750 


1 

Electric 

8-1501 


1 

Electric 

8-1500 

DEPT 9 

1 

Electric 20" 


DEPT 10 

7 

Electric 


DEPT 11 

1 

Gas 24” 

11-EQ 


4 

Electric 16” 

11-1750, 11-200, 11-EQ, 11-Tower 

DEPT 12 

1 

Electric 18” 

12-Tower 


1 

Gas 24” 

12-1750 


1 

Gas 18” 

12-1501 


1 

Electric 24” 

12-EQ 


1 

Electric 18” 

12-2000 

DEPT 14 

1 

Electric 12” 

14-1000 

DEPT 15 

3 

Electric 



2 

Gas 


DEPT 16 

1 

Electric 12” 

16-1250 


1 

Electric 18” 

16-1000 


1 

Electric 36” 

16-99 

DEPT 17 

4 


17-1500,17-1501,17-99,17-Rescue 

DEPT 18 

1 

Electric 18” 

18-Tower, 18-1500 


1 

Electric 

18-1501, 18-Tanker 
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1 

Electric 


1 

Gas 

DEPT 19 

7 

Electric 18” 


4 

Gas 18” 

DEPT 20 

4 

Electric 3200 CFM/16” 


1 

Electric 3200 CFM/16” 


2 

Electric 5200 CFM/16” 


1 

Gas 15000 CFM/18” 


1 

Electric 8500 CFM/24” 


1 

Gas 21000 CFM/24” 

DEPT 21 

2 

Electric 24” 


1 

Gas 32” 

DEPT 22 

4 

20000CFM 

DEPT 23 

1 

Electric 16” 3200 CFM 


1 

Electric 16” 3200 CFM 


1 

Electric 16” 3200 CFM 


1 

Gas 24” 

DEPT 24 

4 

Electric 3200 CFM/16” 

DEPT 25 

2 

Gas 18” 


1 

Electric 14” 


1 

Electric 16” 

DEPT 26 

4 

Electric 3200 CFM 18” 


3 

Electric 9500 CFM 22” 


18-EQ 

18-EQ 


20-Tanker, 20-2000, 20-2001, 20-Tower 

20-Rescue 

20-Tanker, 20-2001 

20-2000 

20-Rescue 

20- Rescue 

21- EQ 

21- 1250 

22- Rescue,22-1500,22-1501,22-99 

23- Tower 
23-2000 
23-Rescue 

23- Rescue 

24- Tower, 24-Rescue 


26-1500, 26-Tanker 
26-Rescue, 26-1501, 26-99 
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FIREHOUSE EQUIPPED WITH EMERGENCY GENERATOR 


DEPT. 1 

YES 

85 kw 

DEPT. 2 

YES 


DEPT. 3 

YES 

Both 

DEPT. 4 

YES 

Lady Warren/Relief Hose/Municipal Bldg 

DEPT. 5 

YES 


DEPT. 6 

YES 

All 3 Firehouses 

DEPT. 7 

YES 


DEPT. 8 

YES 

Both Firehouses 

DEPT. 9 

YES 


DEPT. 10 

YES 

Only 1 FH, No other 4 

DEPT. 11 

YES 


DEPT. 12 

YES 

Both Firehouses 

DEPT. 13 

NO 


DEPT. 14 

YES 


DEPT. 15 

YES 

15-100 

DEPT. 16 

YES 

On Trailer 60 kw 

DEPT. 17 

YES 

Only 2 (Columbians, East SV), No other 2 

DEPT. 18 

YES 

Both Firehouses 

DEPT. 19 

YES 

Both Firehouses 

DEPT. 20 

YES 


DEPT. 21 

YES 

Both Firehouses 

DEPT. 22 

YES 


DEPT. 23 

YES 

Both Firehouses 

DEPT. 24 

YES 

Both Firehouses 

DEPT. 25 

YES 


DEPT. 26 

YES 

Only 26-100 
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FOR ADDITIONAL COPIES OF THE 
FIRE SERVICE DIRECTORY 
CONTACT THE FIRE COORDINATOR S OFFICE 
AT (845) 364-8800 
OR 

WRITE TO: 

ROCKLAND COUNTY FIRE TRAINING CENTER 
35 FIREMEN’S MEMORIAL DRIVE 
POMONA, NY 10970 

FAX: (845) 364-8961 
EMAIL: Rcftc@co.rockland.ny.us 

Web Page: http://rocklandgov.com/index.php/departments/fire-and-emergency/ 

A copy of the Fire Service Directory is on our Web Page at: 
http://rocklandgov.com/departments/fire-and-emergency/firefighters-and-emergencv-responders/ 


104 





